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AUTHOR’S PREFACE 

During- more than twenty years’ practical experience in 
open-hearth furnace management, I have frequently been 
faced with problems to which I was unable to find satisfactory 
solutions. A pause in such practical activity has enabled me 
to investigate these questions as a whole, and in this connec¬ 
tion I have taken advantage of all available literature on the 
subject which was at my disposal. The gaps remaining I 
have endeavoured to fill in to the best of my ability. 

This was the origin of my book, and in now giving it to the 
public, I do so on the plea that the literature relating to 
the open-hearth process is very meagre, in spite of the daily 
increasing importance of the process, and because I hope to 
enlist further workers in clearing up the abstruse problems 
involved. 

My guiding principle has been to ascertain the conditions 
which admitted of the complete utilisation of all raw materials 
in the best possible way. 

I have devoted special attention to the quantitative side of 
the subject, since procedure can only be completely known or 
controlled provided the effect of all determining factors can 
be quantitatively estimated. 

Naturally, in consequence of this, the necessity arose of 
making numerous calculations, such as could be carried out 
by the most elementary means at my disposal. 

In the course of my experience, I have felt the want of 
knowledge of the conditions governing the complete utilisation 
of fuel, and hence I devoted myself initially to the theory of 
gas producer working. The results arrived at appeared to me 
worthy of attention, although I was not so placed as to test 
all my conclusions by experiments of my own. 
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PREFACE 


The details of the calculations may appear, many of them, 
too extended and elementary; nevertheless, I have given them 
in full in order to enable one to check one’s position should 
one’s recollection fail, as might easily occur owing to so many 
values coming into consideration. 

All formulas arrived at are, moreover (in so far as they have 
general validity), assembled in the Appendix, so that one is 
not obliged to seek them in the text. 

My papers published in “ Stahl und Eisen ” in 1905, on 
working molten pig iron in basic lined open-hearth furnaces, 
have served as a basis, which I have elaborated. 

In so doing, it appeared to me necessary to make certain 
allowances in the calculations of the amount of iron peroxide 
required for the removal of the reducing agents, and to take 
into consideration those amounts of ferrous oxide which 
remain in the slag, and which must be produced owing to the 
action of the individual reducing agents. As a consequence, 
the figures for the iron peroxide required for eliminating 
silicon have been increased, but for carbon decreased; whilst 
conversely the growth of charge due to silicon appears less, 
and that due to carbon appears larger than in the papers 
mentioned. 

I am largely indebted to two instructive books, the first 
part of “Leitfadens zur Eisenhuttekunde,” i.e., “ Feuerungs- 
kunde,” by Th. Beckert, which by its references and its 
tables of the values of specific heats of gases at various 
temperatures rendered it possible for me to calculate the 
temperatures of reaction : and Campbell’s “ Manufacture of 
Iron and Steel,” which suggested many new points of view. 

To these gentlemen, as well as many others whose names 
are mentioned in the text, I tender my most grateful thanks. 

(Signed) Carl Dichmann. 

Riga., 

November , 1909. 1 


TRANSLATOR’S PREFACE 

Soon aft or tho publication of Mr. Richmann’s treat iso in 
(lormany, one of my most intimate and able, friends, who is 
engaged in oni' of the largest Continental steel works, sent 
me a, copy. At the outset, l recognised in it a book which 
tilled many serious gaps in tho literature of an important 
subject, viz.: the manufacture, of steel by the basic process, 
flavin"' myself found the hook very valuable, 1 thought it 
desirable that it should he published in the. English language. 

After mature consideration, I resolved to confine myself 
in making my translation to the removal of any existing 
inaccuracies in the text, while otherwise rendering as literal a, 
translation as the differences in the genius of tho two 
languages would permit. 

I beg to endorse tho author’s hope that this work will 
stimulate others into efforts to collect and co-ordinate tins 
large amount of knowledge which actually exists in relation to 
the subject, hut being distributed in many jour mils, published 
in various languages, is in a form which is not generally 
available, especially to busy works’ managers and others 
engaged practically in the steel-making industry. 

It is only by careful collation of the investigations of tho 
various workers in the subject that a correct appreciation of 
the problems involved can he arrived at, and the way to 
furl her advance thereby prepared. 

Alleyne Reynolds. 

IflKKISL* K h.\Mv t *U \ MHKKS, 

IlnMloHN, hoNDnN, \Y.U. 

Surt mhrr 2 tith t IP 10, 
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THE BASIC OPEN-HEARTH 
STEEL PROCESS 


CHAPTER, I 

INTRODUCTION 

Ait metallurgical processes depend on chemical reactions, 
which are very simple, in themselves. But the understanding 
,»f these is rendered diffuuill owing to their being reciprocal, 
and in conditions nearly always arising which permit these 
reactions to lake place readily, first in one and then in the 
uppocite direction. Only recently the grounds for this have 
begun to he traced out, and thereby yield explanations of 
manv phenomena, which formerly were obscure. 

Steel and ingot iron generally contain 99 por cent, or more 
iron, ami 1 per emit, or lews of different admixtures, of which 
again the chief amount is formed from elements, the presence 
of which is necessary, in order to impart desired properties 
In the metal. The production of such high percentage iron 
direct from the on* has not hitherto been possible, the first 
product being more often a, me.fal containing 4 per cent, or 
more ol admixtures, such metal being teimod pig iion. 

In order to convert pig iron into steel the excess of foreign 
conatittten is must bo removed, which is achieved by oxidising 
them, for which one. may employ atmospheric oxygen or that 
of oxygen compounds. 

The manufacture of stead in bulk nowadays is mainly by 
m runa of two methods : pneumatic refining, Le.> Bessemer 
process ; ami open-hearth lurnace refining, he., in the open- 
hearth or Hiemtam furnace. By each method steel is obtained 

• B 
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in the molten state, and is then cast into ingots, which are 
afterwards shaped by means of rolling or forging according to 
the desires of consumers. 

The action of oxygen on the foreign constituents in the iron 
only takes place at high temperatures, and the degree of 
fluidity of the steel required to give a smooth casting involves 
it being heated to nearly 1,60c) 0 . 1 In steel manufacture it is 
therefore a paramount consideration to have considerable 
amounts of highly intense heat at disposal. 

In both typical forms of pneumatic refinement the acid and 
the basic Bessemer processes, the vessel employed, i.e. 9 the 
converter, derives a great portion of the necessary heat from 
other apparatuses. The raw material, pig iron, which is 
supplied from the blast furnace, the cupola, or the reverberatory 
furnace in a molten state, is already at a temperature of at 
least 1,250°, which suffices for beginning of the reaction. 
After the introduction of the molten iron into the converter, 
air is blown through, the oxygen of which attacks the foreign 
constituents. By their elimination the melting point of the 
metal is raised, and thereby creates a heat requirement which 
must be supplied. This can be overcome by selecting for 
working such classes of pig iron as contain materials which, 
by their oxidation or burning out by means of cold air, 
evolve great amounts of heat. The latter proviso is only 
essentially fulfilled by two materials, namely, silicon and 
phosphorus; both are found in all pig irons, but in different 
amounts. 

The oxidation of the silicon and phosphorus in pig iron 
proceeds under quite settled conditions, which involve that, 
in the acid converter only the silicon, in the basic, in the main, 
only the phosphorus are available as sources of heat. There¬ 
fore one is extremely limited in the selection of the materials 
which provide the heat. Over and above this one must 
employ so great an amount of the respective materials that 
their content of energy suffices to supply the total energy 
requirement, which, owing to the raising of the melting point 
of the metal on the one hand, and owing to the rapidly 

1 Throughout temperatures are given in degrees centigrade and the metric 
system of weights and measures is employed in this hook. 
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iippciu iuK Ihmi. 1. losses on 11 10 other hand, is demanded. On 
these, grounds, charges for iniounuilic refinement require quite 
detiiiit.e eoitiposilimi whieh permits only of variations within 
very narrow limits. 

There an* many qualifies of pig iron which clo not fulfil the 
conditions required in raw material for the pneumatic refining 
processes, and further, there, are large amounts of so-called 
“old materials" that, is to say, scrap, of the most varied 
origin (lie re-employmeiit of which is desirable and the 
composition ot which is not suitable for treatment in the 
converter. A process which will admit of the employment of 
such materials can only ho conducted in an apparatus capable 
of supplying the necessary heat energy, without being 
dependent on tin* aid of the materials composing the charge. ♦ 
It requires a furnace which admits of the attainment of the 
highest temperatures, a,ml thus the industry was dependent 
on the discovery of thi* regonorafive gas-firing system. 

As the mime implies, the fuel must lie supplied to such 
furnaces in the form of gas; thereby only is one able to 
completely control the tiring - that is to say, at all moments 
aide to regulate the supply of hot gas and air for combustion, 
and thereby generate, exactly as much heat as is necessary for 
the purpose required. 

In Nature combustible gases only occur in a few places- 
Natural combustible materials are found generally in the 
solid state, and must Ik*, artificially converted into the form of 
gas. This is performed in gas producers or generators, from 
which ilie gas is conducted through gas Hues to the proper 
furnaces. 

'I’he temperatures which can bo attained by the combustion 
id such gases with cold air uni much under the height which 
is required for steel production. By means of preheating the 
air for combust hot, in souk*, cases also the gas, the temperature 
is aide to be rapidly raised, and, therefore, as pointed out by 
11. II. Campbell in his treatise on “The Manufacture of 
Iron and Steel,” “The problem in an open-hearth melting 
furnace in not to rt'tu'h the desired temperature, but to coutvol 
the temperature ami prevent the roof and walls from melting 
down.” 

B 2 
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The preheating before mentioned is brought about expedi¬ 
ently by means of utilising the waste heat of the issuing gases, 
a portion of which is in this way returned, and would have been 
otherwise irrecoverably lost. 

The process of regeneration is divided into two portions. 
First of all, the issuing gases are deprived of their surplus 
heat by means of being passed through chambers or 
regenerators, built of refractory material, and fitted with a 
checker work of the same material, which forms small passages. 
This checker work is heated by the outgoing gases, which 
latter are correspondingly cooled down. Finally, an equi¬ 
librium is established between the temperature of the outlet 
gases and that of the checker work, for each portion of the 
chambers. 

In order to return to the furnace the heat taken up by the 
checker work the second portion of the operation is carried 
out. The current of the outlet gases is stopped and diverted 
to the other (cold) chambers, whilst the gas and air currents 
are passed through the preheated chambers and are drawn 
into the furnace for combustion. In order that the operation 
described can proceed regularly the chambers must be 
arranged in corresponding numbers. The change of the current 
of gas is brought about by special reversing devices which are 
operated in the appointed intermediate space. Owing to this 
the whole furnace system is brought completely into a stable 
condition and is self-contained. 

The gas and air are in a strongly-preheated condition as 
they enter the combustion chamber of the furnace and unite 
to form the flame. The latter plays against the surface of the 
charge, and thus the free energy of the flame is applied in the 
most direct manner for efficient melting. The transference 
of the heat to the charge in the open-hearth furnace is thus 
from the upper surface, and as the hotter portions of the bath 
are lighter, and therefore swim on the surface, so the heat is 
only transferable to the colder portions by conduction so long 
as the metal remains quiescent. Equal heating of the entire 
charge of metal is, therefore, the slower, the deeper the bath ; 
but if a condition of the bath is established in which cold 
portions are brought to the upper surface, and therefore in 



Via. I a. 


contact with Urn flame, Urn t mnsferenro of heat improve* , 
msequently economy of fuel ensues. 
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The products of combustion, the waste gases, are drawn 
from the combustion chamber into the before-mentioned 
regenerator chambers, and from these, still retaining a con¬ 



siderable amount of heat, through the chimney into the 
atmosphere. 

The usual arrangement of the essential portions of an open » 
hearth furnace plant—namely the producers, the gas flues, the 
reversing valves, the regenerator chambers, combustion 
chamber, and the chimney—are indicated in the accompanying 
drawings (see Eigs. 1a and 1b). 








CirAPTEB II 


■PHYSICAL CONDITIONS IN AN OPRN-TIEARTH FURNACE 

s vs r r mm— nuo yancy 


Ip oho considers the entire system as filled with air of the 
usual temperature and connected with the atmosphere at the 
points a and in, {ride Kigs. 1a and lit), so that atmospheric pres¬ 
sure will obtain throughout, the contents will lie in quiescence; 
but if individual portions of the furnace system are filled with 
<jjase8 which are lighter than the air, so 
will the equilibrium be destroyed. A want 
of balance can be established owing to the 
different composition of the air and of the 
gas, through the heating of these, or from 
both causes. As, however, the gas in the 
furnace system will be lighter than that 
of the surrounding atmosphere, so must a 
buoyancy result, the amount of which can 
bo calculated in the following manner:— 
if outs takes as an example that the 
producers and the gas flues are filled with 
gas ad a mean temperature of HOO”, one finds from the 
formula 



V, V„ (l 1 / /•) 
v, 1(1} ()‘Oo;U)7xSoo) 

v f 


that, hy heating to Urn height given, the volume of 1 cubic 
metro of gas is increased to cubic metros. Under 

normal conditions, f ho gas at a temperature of O u , and under a 
pressure of 700 mm.of mercury, lias a weight of 1*18 kilogramme 

f *18 

per cubic, metre, the. weight of the same gas at 800 "= = 

about O'.'i kilogramme. 

One can compare the portion (ab) in Cig. 2—that is to say, 





8 THE BASIC OPEN-HEARTH STEEL PROCESS 


the producer and gas conduit at its highest point (b )—to an arm 
of a U tube, which is filled with gas of 0*3 kilogramme per 
cubic metre, whilst the other equally tall arm contains air at 
the ordinary temperature. The arrangement is sketched in 
Fig. 2. The length of the arms of the U tube—that is to say, 
the height from the fire to the highest point b, the centre of 
the gas conduit — is 9 metres, and the arm (ah) which 
contains the gas, is closed at ( b ) by an elastic medium ; whilst 
the arm (chbi), filled with cold air, is open at the top, whilst 
at ( b) and (bi) the same pressure of air (pi) is at work. 

There is then the pressure which is exercised on an area of 
1 square metre at (hi) on the column of air (aM, equal to 
(p) + weight of 9 cubic metres of air ; and as 1 cubic metre 
of air weighs 1*2987 kilogramme one obtains— 

Ivilogmmmes 

Pressure at (ai)=p-{-9x l*2937=pH~i P(>4 
Pressure at (a )=/>-}-weight of 
the gas column [ah) 

=2 J +9*\) x 0*3 kg.=p-f 2*7 
Difference of pressure S*94 

This difference of pressure is termed buoyancy. In the 
above case a value of 8*9 kilogrammes per square metre has 
been arrived at, which, as 1 cubic metre of water weighs 1,000 
kilogrammes, is equivalent to the pressure of a column of water 
8*9 millimetres in height. In consequence of the buoyancy of 
the gas in question, w r hen a connection with the outer air is 
produced at (b), a movement of the gas results and air streams 
into the tube as fast as the gas contained in (ab) can stream 
out. 

The gas is conducted to the open-hearth furnaces from the 
producers by means of conduits, by which it is passed down¬ 
wards to the regenerator chambers, therein rising again to the 
ports, and during the entire way undergoing changes of 
temperature. One may regard the course of the gas as 
occurring in a system of communicating tubes, and if one 
knows the relative heights of the individual arms of the tubes 
and also the mean temperatures ruling therein, one can 
calculate the buoyancy of the gas at which it is forced upon 
its entrance into the furnace proper, he., combustion chamber. 




PHYSFOAIi CONDITIONS I >KOY AW Y 


{) 


The followinp are l.lui calculations ior the r<* 1;i.tiv<^ heiphts 
piven iu the drawings a - 

1. I <m the | j lt p l(> , )nr { s a | ( |j H > (Mitranrc end. 

2 . I* or { ho air \ 1 

.*!. Kor t ho waste paM's in the rliiuuiey. 


1. Ih’OYANUY OK THH (i AS* 

. The vortical distance of the lire hearth of the producer 
below the middle of tbe highest portion of the part conduit 
and Uu* menu temperature of this portion an* taken, as belore, 
a,s beinp b nndres and HOO respectively. The ditterence ot 
height between the, before-mentioned portion of tin* pas 
conduit and (lie in led, at. the bottom of the repeneratnr chamber 



is also H metres, but the mean temperature at this portion is 
taken at f>f>() . The pas ports are arranged HM metres above 
the inlet to the pas chamber, and tin* pas therein is assumed 
to be raised from f>o() to 1/200', its mean temperature hemp 
U00 

One can, therefore, repard the course of the puses as hemp 
as sketched in Kip. d. 

in this sketch mp and (/>0 and [uh) as before, correspond 
to the producer and the pus conduit up to its hiphest point, 
to the pas conduit and Hues to the repeuerntor chamber, 
and led) to the pats passape throuph tin* repeuerntor chamber 
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The volumes and the corresponding weight of a cubic metre 
of the gas are at mean temperatures :— 

In column (ab) 800°=3*936 times volume, corresponding- to 0*3 kilo¬ 
gramme per cubic metre. 

» ft {be) 550°=3*01 times volume, corresponding to 0-3SS kilo¬ 
gramme per cubic metre. 

,» (cd) 900° =4*3 times volume, corresponding to 0*273 kilo¬ 
gramme per cubic metre. 


The weights of the individual gas columns are :— 

Kg. 

In (ctjbt) Air p+9 x l*2937=p+ll*64 kilo¬ 
grammes, operating in the sketch 
from right to left, attaining 
therefore a positive sign . . -j-p+11*64 

In (ab) Gras 9x0-3=2*7 kilogrammes, 
working in the sketch from left 
to right, as against the before- 
mentioned pressure, and there¬ 
fore carries the negative sign . 

In (be) G-as 9 x 0*388=3*49 kilogrammes, 
working in the sketch from right 
to left, therefore . . . + 3*49 

In (cd) Gas 8*4 x 0*273 =2*28 

Air 0*6xl*2937= 0*78+p 

Total weight 3*06+p works 
in the sketch from left 
to right, therefore 

Total of the weights . +p+15 * 13 


Kg. 


-2*7 


—3*06— p 
—5*76— p 


Or 15*13—5*76=9*37 kilogrammes 1 for the square metre, or 9*37 milli¬ 
metres height of water, buoyancy in the gas port. 



If one places the producers higher, as in many new plants 
—for example, 4 metres higher—whilst the other remaining 



1*11 YS I (■ ATj CONDITIONS—BUOYANCY 11 

conditions uro ns Indore, the natural buoyancy is altered as 
follows 

The weights of the individual gas columns are as under:— 



Air,, 


Kg. Kg. 

Kg. 

In U\l>i 

j r> x i*ee;>7- 

• T* p-}-o*4G 


In ah 

< };i,s 

A x ()*.*{ 

-1-5 

In hr 

(<;is 

9 x <)•:>,SK : 

+3-49 

Inn/ 

\ I i as 
( Air 

s* i xo*27;> 
(>*<>:< 1*2937- 

0’77< >+'/> 




Total 


-3-001-p 


1 otal +/>Te'95-“4‘ijGl —p 


or 5*39 kilogrammes por square metre, or 5*39 millimetres 
height of water. The buoyancy is 
now, owing to the fore,going arrange¬ 
ment of the producer, lowered by 
9*37 —5*39 = 4 millimetres. 

2. Buoyancy ok Am. 

As the air is led cold into tho 
furnace and as the entrance opening 
is placed close to the air regenerator 
chamber, the calculations of the 
buoyancy can be taken as corre¬ 
sponding to a, two-branched U tube 
system, of which the, length of the branches are equal, whilst 
the diiTerenre of level between the air entrance to the chamber 
and the air port in tho furnace in the previously given 
place amounts to 9 metres. Tho one branch of the U tube 
is idled with cold, the other is taken as being filled with air 
of a mean temperature of 500°. On both branches the same 
air pressure p operaies. 

At 0' a volume of air is 1 and the weight of 1 cubic metre 
is 1*29 kilogramme. At 000' the volume of air is 8*2 and its 
weight, 0*104 kilogramme. 

The weight of the air in the cold branch is 9 X 1*29 = 11*61 
kilogrammes. 

The weight of the air in the hot branch is 9x0*404=3*64 

kilogrammes. 
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r -ML. -The buoyancy of the air 

| | ! | amounts, therefore, to about 

i i i ‘ 8 kilogrammes for the square 

! i | ; metre, or 8 millimetres of 

I i | I Water. 

I 1 i ! 

| i i . 3. Buoyancy of Waste Gases. 

i i i i 

! |i i ' As a basis for the calculation 

j § | ^ ! 1 of the buoyancy of the waste 

5 g 1 | j gases a U tube can be taken, 

| | 1 1 i the l en gth of the branches of 

* ^ ii| which are equal to the height 

| g | | | of the chimney, in the fore- 

! | j ! going case amounting to 40 

| | j j metres. 

! 1 1 j At 0° and 760 millimetres 

i d* - \ Gas and&rPorts barometer, the waste gases 

! , ! should have a weight of 1*36 

| § ^ ^ kilogrammes per cubic metre; 

! | i and be at d and h ( vide Fig. 6) 

; ,1- ) i at 1,700°; at l at a mean of 

from regenerator 700°,* and thUS 111 the pOrtlOll 

f ig . Q t d h l pass through the system 

at 1,200°, whilst the mean 
temperature in the chimney Im amounts to 600°. The weight 
of the gas column in the right branch is 


_ ^Mean of outlet 

from regenerator 


31 cubic metres of air xl *293*7= 
9 cubic metres of gas at 1200°= 

5*4 times volume 9 X“t* z 


40 kilogrammes. 


= 2*3 kilogrammes. 


Total weight 42*3 kilogrammes. 


In the right branch the waste gases are at 600°. Their 
volume amounts, therefore, to 3*2 times their volume at 0°, 
1*36 

and their weight -^-=0*43 kilogramme per cubic metre. 

It therefore follows that the weight of the entire column 
of waste gases in the left branch per square metre section 
= 40x0*43 = 17*2 kilogrammes. 
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Th(* difference of weight between the gas columns, or the 
buoyancy in the chimney amounts, therefore, per 1 square 
metro section to 25*1 kilogrammes, or 25*1 millimetres of 
water. 

The calculated <1 riving forces— 

(1) ( .)*37 and 5*3<) millimetres of water in d for the gas, 

(2) H millimetres of water in // for the air, 

(3) 25*1 millimetres of water in m for the waste gases, 
must appear in the furna.ce, system, when this is filled with 
gases of the assumed composition and temperature, and one 
regards these gases as being, by the closure of the openings 
at </, //, and m, in some, way brought to rest. 

If these, openings are free, these forces would be the cause 
of a continuous stream of gases passing through the entire 
furnace. Tim movements of these will bo the livelier, and 
correspondingly the working of the, furnace, better, the greater 
the driving forces are ; naturally up a certain limit. 

The foregoing calculations demonstrate that, for equal 
temperature, and equal composition, of the gas, the buoyancy 
in a specified portion of the furna.ce rises and falls with 
difference of height of the entering and issuing portions, so that 
they can adapt their proportions to the, required object. In 
the. foregoing example force*,s were obtained from several 
components, the. ascertained values of which wero shown under 
the headings 1 to 3, and which were all operative in the same 
direction. One might therefrom bo inclined to regard, as a 
result, all forces which the passage of the heated gas through 
the furnace occasioned as being the sum of 1 and 3, whilst for 
the air the sum of 2 and 3 came in question. 

From the circumstance that in the open-hearth furnace all 
parts, hut. above all the regenerator chambers, are most 
practically arranged symmetrically, it follows that, for a 
specified height of chimney, the choice of lower chambers, as 
opposed to higher, must.- certainly have as a consequence a 
diminution of the buoyancy a.t the (mt.ra.nce ends, but that 
simultaneously the buoyancy in the adjacent outlet ends must 
he raised to the same a,mount, since, the lower chambers now 
correspondingly must increase the usefulness of the height of 
the chimney. .Hut the total power will still remain the same, 
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independently of whether one chooses higher or lower 
chambers, and, therefore, the total amount of the buoyancy 
is determined only by the useful height of the chimney, 
whilst the arrangement of the individual portions of the 
passage of the gas in the interior of the furnace system must 
be without importance, and therefore can be chosen according 
to fancy. The easy passage of the gases admits of a pressure 
in the entire furnace system rapidly equalising, and as the 
share of the chimney draught on the total buoyancy is by far 
the greatest, the gases must be thereby drawn through the 
entire furnace system. 

But in reality the conditions are otherwise. H. H. Campbell 
expresses himself on this question in his book as follows:— 

“ Both gas and air should enter the combustion chamber 
under a positive force, forcing them into contact with each 
other and throwing the resultant flame across the furnace in 
such a way that the draught of the stack on the outgoing end 
can pull it dowm through the ports without its impinging on 
the roof. 

“ A prevalent idea among furnace men is that the draught 
of the stack pulls the gases into the furnace ; but this is 
entirely wrong. They are not pulled; they are pushed in by 
the upward force of the white-hot vertical port at the incoming 
end.” 

The correctness of the foregoing view is evident if one 
observes that, in addition to the buoyancy, a second condition 
influences the movement of the gases, and this is formed by the 
resistances which arise from the motion of the gases and are 
rendered sensible in that they obstruct these. These resist¬ 
ances, however, oppose themselves to an equalisation of 
pressure. 

Now, in the open-hearth furnace, it is not possible to com¬ 
pletely shut off the combustion chamber from the atmosphere, 
and if one were to be able to imagine that one could avoid 
leaky places by sealing the charging doors, there would still 
remain the necessity to frequently open these doors for the 
purpose of control and regulation of events in the combustion 
chamber. Therefore phenomena must appear, as would be 
the case if a current of any fluid were passed through a system 
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of communicating tubes in which leaky places occurred, that 
is, as if they (the leaks') existed continuously, or suddenly 
broke out. Cnder pressure, this (luid would issue from the 
leaky places, whilst, under partial vacuum, the stream of 
liquid would remain itself unbroken and air would be obliged 
to enter in at the leaky places. 

On this ground, the path of the gases in an open-hearth 
furnace cannot be compared with a single closed system of 
communicating tubes, but one must suppose at least two such 
systems, the one for the inlet end and the other for the outlet 
end, as in the preceding calculations. The motion of the gas 
currents must be so directed that the inilowing current and 
the outflowing current am about the same weight, and the 
combustion chamber itself is the equivalent of a neutral 
portion that is to say, completely filled by the products of 
combustion of the gas. AVero ono to regard it as possible for 
the chimney draught to have Home important effect on the 
conveyance of gas to the combustion chamber, it would be 
impossible to avoid a disturbance of tho path of the flame, or 
oven at times ifs complete disappearance. 

The condition for good working of a furnace is, that the 
driving forces are suitable for the before-mentioned resist¬ 
ance's to the motion of tho gas. Therefore, in the design and 
building of a furnace one must bear in mind that the resist¬ 
ances are confined to the smallest feasible proportions ; and 
this ono is abb', to attain by making the dimensions of all 
sections sufficiently largo so that tho gases do not acquire 
too great velocity, and that, as much as possible, changes of 
direction of the gas currents are avoided, and, lastly, that the 
chequers in the regenerator chambers are so disposed that the 
passage of the gas is obstructed as little as possible and to 
avoid flues which force tho gases through zigzag lines. 

The resistances at the entrance end are able to be overcome 
by the correspondingly chosen buoyancy, and apart from this 
also by admitting the gases under pressure. For the heated 
gas this condition is usually fulfilled in modem producers by 
means of introducing forced air draught at the bottom of the 
producer, which permits of tho gas being put under any 
desired pressure. For tho air supply, on the contrary, the 
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impulse is furnished by the natural buoyancy in the great 
majority of furnaces, and this suffices whilst—though not in 
new furnaces, but in those which have been long in offeclive 
use—it frequently occurs that the chequer work of the 
regenerator chambers becomes obstructed during the run of 
the furnace, and thereby resistances are increased. There¬ 
from a shortage of air results, which involves the worst 
consequences.' The working of the furnace becomes feeble 
and production falls off, and one is obliged to shut down tin*, 
furnace. By means of supplying air under pressure - which is 
easily achieved by means of employing a fan, and whereby 
the amount of the same can he easily brought up to the. 
required extent—this evil can be removed. These artificial 
increases of the gas and air supplies af.ta.in their natural 
limits, due to the suction power of the chimney; thus, if 
driven too hard, the ilame blazes out of the doors and makes 
work at the furnace impossible. 

The absolute and relative quantities of gas and air that 
must be supplied to the furnace can only be determined when 
the composition of gas, and air required for the, heating gas 
are known, and therefore, firstly, the procedure for gasify imr 
the fuel, and the properties of the resultant gas, must be 
known. 





CHAPTER ITT 


GEN MEAL REMARKS ON 1'ROIWOER GAS 

The gas producers or generators have as their function the 
conversion of fuel from the solid into the gaseous state. The 
practicability of this is offered by the intrinsic property of 
carbon (the principal constituent of all our solid fuels), that it. 
will combine with oxygen to form a combustible gas, carbon 
monoxide, CO. 

ft is this CO gas, the manufacture of which In producers 
lias boon practised of old, which forms the chief, and again 
the most valuable portion of tho constituents of producer gas. 

Carbon forms with oxygen, besides CO, as is well known, a. 
second compound, carbon dioxide, 00-*, in technical language 
most often called carbonic acid. This is the product of the 
complete combustion of the carbon which is capable of no 
further beat evolution, and which, therefore, is passed 
through tho chimney into the atmosphere as worthless, after 
one has more or loss utilised the serviceable portions of its 
heat. 

The action of carbon with oxygen results, first, in the forma¬ 
tion of CO*j, the product of complete combustion ; hut if this 
carbonic acid comes in contact with heated carbon, it takes up 
carbon and becomes changed into the combustible gas (H k 

Those observations indicate tho way in which one must 
proceed to obtain a good gaseous fuel from carbon in the 
solid state. One must first burn the carbon, whereby a large 
amount of heat is evolved. If one then employs carbon in 
thick beds and forces the products of combustion through 
these layers, they must become incandescent and capable of 
changing the carbon dioxide formed at tho beginning into 
carbon monoxide. It is, therefore, obvious that the layers 
should be of ample thickness in order to effect as completely 
as possible the conversion of the whole of tho COa formed. 

b.s. c 
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Latterly, one has learnt that carbon is able (o combine 
directly with oxygen to form CO, provided (hi' tempera!mv of 
reaction be sufficiently high. It must, therefore, aLo hr 
possible to produce carbon monoxide if the carbon brought 
into use be in thin beds. But in such an arrangemen! ii i 
very difficult to pass the ox.ygen through in such wise i ha! ii 
is completely absorbed by carbon, since in I hi* Inver of carbon 
formed out of individual small pieces spaces are left be! wo. n 
these through which gaseous oxygen can ea.sih pu s 
unchanged. If this occurs, however, the free o\y«>rti in the 
gas chamber immediately attacks tins carbon monoxide, m 
addition to that formed by itself, and burns it, end tbendy 
again produces CO 2 , be., the same substance, which, aeeordim- 
to old views, is the 1 , first product of the, urtion of oxygen 0 u 
carbon. Tliis substance can, however, only be changed hark 
into combustible CO through the. agency of ineande. cent 
carbon. 

Incandescent carbon proves itself in all cases a menus tor 
correcting the imperfections which are aide to present ih**m 
selves in the production of carhon monoxide, and in ord< r to 
bring its action to the maximum, it appears (o an w»-r (ho 
purpose to charge it direct into the gas chamber, and in -.mdi 
wise that— 

1. The incandescent carbon completely seals (he 
chamber, and all gases forced through are only penmin-d 
access thereto through this itself. 

2. It is also employed to an amount which safely sullieu 
to compel all gas molecules to have their composition aihji eird 
to the test of contact with carhon, ami completely sulunUr 
themselves therewith, before they are able to ixsiu* from the 
reaction zone and enter the gas chamber proper. 

Thus the bed of incandescent carbon is equivalent n» a 
safety device, which is a complete filter for Urn gax 

The apparatuses in which these relictions are brought 
about—the producers—must he able to ho sealed ga,, fedu 
from the atmosphere, and their linings mu,4 pn„, i| {t , 
property of being able to withstand high heat. Tiny mu 4 ho 
provided with openings for the supply of the solid fmd, rtm 
gaseous oxygen, as well as for the gas produced, suid\ho 
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ashes. It- is 11 um> r<‘t it'ii!Iv indifferent in which portion the gasi¬ 
fies I ion is effected and what- course, the gases fake, and owing 
to this point, of view the, most, varied construe,lions have been 
produced. For the production of gas for healing purposes 
one always selects tin* simplest pattern in which the gasifica¬ 
tion proceeds from helow, and the gn.ses, in conformity with 
their natural buoyancy, are impelled upwards. The supply of 
ox\gen, therefore, takes place at the bottom, where also the 
ashes are removed, whilst, the supply of fresh fuel and the dis- 
rharge of the gases formed oceurs a,l the top. The fuel sinks 
iu the producer at all times and its movement is therefore in 
opposite direetion io that, of the gas. 

Formerly the bed of find rested on grates, the spaces in 
which admitted the entrance of oxygon info the apparatus. 
The reaction zone then lay on or immediately above the 
grate bam, and when a given amount, of ash laid accumulated 
thereon, the working had to he interrupted in order to remove 
the a >he*’» and with them the sensible heat of the materials 
withdrawn, and often also a, not iiieonsiderablo portion of the 
eon verted fuel tenke) was lost. At the, present time, fre¬ 
quent 1\ the grate is replared by meaais of a, eolmnn of ashes 
formed nat urall\ in the products*, through which the requisite 
amount of owgen for the production of the gas is driven. 
Thin remove, the sensible heat from the column of ashes and 
returns it to the producer; it also hums the tast minute 
particle., of carbonaceous material in the a,slies, and thereby 
ihe wa.te product is often free from carbon. Such an 
arrangement ah o permits ol the employment ol devices, 
en idling, the cinders to he removed during working, so that 
the working of the producer becomes continuous. 

The combination of oxygen and carbon evolves, as already 
remarked, a large quantity of available beat, the major 
portion of which is taken up bv and carried away with the 
gn **., produced. As these gases play against, the carbon they 
come in contact with, they part with heal thereto until an 
embiibrhuti between them is established. Correspondingly to 
tie* heat receptive power of the fuel, the temperature in the 
different /ones of height will vary, ami by sullicie.nt maswive- 
theef’fermerohtnmsuf the fued will be preheated nearly to 

a 2 
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long enough exposed to it, tho elenumls oxygeii und --ulp on 

(in so far as they are not retained by the constituents of the 
cinders) and hydrogen are able to ho as much as complete!) 
driven off, and there remains a residue which, in tin* mam, 
is carbon, which only contains as an impurity the constituents 

of the ash. 

The gases obtained from dry distillation an' combustible 
and therefore serve for boating purposes. They eurndst 
principally of free hydrogen, and hydrocarbons, togethei 
with small amounts of carbonic acid ami carbon monoxide, 
consequently containing carbon. Hut of the total amount of 
carbon which is contained in the find, only a smalt portion cun 
be converted into the form of gas by means of dry distillation, 
the bulk remaining as tho before-mentioned residue. 

If one allows oxygen to act on this residue the carbon con 
tent of the same is able to be completely converted into tho 
form of gas, so that of the fuel, finally, only the ingredient* of 
the ash remain as a residue. If the gasification of the last- 
mentioned quantity of carbon, which in the main unh gtu** 
rise to the formation of combustible carbon monoxide, wen* ;-n 
performed that it succeeded in analysing the fuel into mm 
bustible gases, and tho ingredients of tin* ash, one would ho 
able often to make more convenient and better utilisation of 
the former than of the solid fuel itself. 


( h ) Tm$ Oxyohn Nhckksauy foil (»ah! sirvrmx. 

This is supplied to the producer in two forms: in the form 
of atmospheric air and of water-vapour. 

The atmospheric air is well exposed to fluctuation* in Uh 
composition, but these are very insignificant, especial!) if the 
air 1)8 regarded as being in the dry condition : thus one always 
assumes it for technical calculations as being made up of 21 
volumes 0 and 7i) volumes X. 

79 

Thus 1 volume 0 is accompanied by ^ N or 1W»*2 volumes 
of nitrogen. 

Of these two gases, only tin* oxygen taken part in the 
changes, as opposed to which the nitrogen must be curried m 
a superfluous and inert ballast. 
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If, therefore, in tho production of a gas, tho atmosphere, 
hr., air, is employed, so must nitrogen be present in the gas; 
further, it must prove oxygon in its free or combined form ; 
and lastly, tho quantity of nitrogen which is derived from tho 
air, and the quantity of oxygen derived from the same source 
to be in a specified ratio, which is fixed according to tho 
formula 

N=3*702 0 . • . (1) 

As the relative ratios of 0 and N in later calculations must 
meet with frequent consideration, a table of the nitrogen 
volumes for values of 1. to 1,000 0 has been drawn up, which 
is annexed as a supplement, and from which one can derive 
for each desired value of 0 or N (within theso limits) the 
value of N or 0. 

Now atmospheric air is almost never dry, lmt generally 
contains certain quantities of water-vapour, which depend on 
the temperature and degree of saturation of the air with water- 
vapour, and from this admit of calculation. In the tables to 
he used for this are usually given the quantities of vapour 
which are contained in the volume or weight unit of the 
moist air mixture, at saturation point of moisture. But it is 
more convenient here for iho performance of theso calcula¬ 
tions to know the figures which specify the quantities of 
vapour that 1 cubic metre of dry air at O' and 700 millimetres 
pressure is able to take up, when this amount of air is 
warmed up to higher temperatures. K. II. Weiss gives the 
following figure’s in his hook, “ Condensation,” p. 323 

1 kilogramme air can take up moisture as follows at 
temperatures given 

m lu 2e an * *io" 

O’Ooa? 0*007.1 0*0111 0‘020-S 0*0-177 kilogramme. 

Wherefrom considering that 1 cubic metre air at O'* and 
7f»0 millimetres pressure weighs 1’293 kilogrammes, and 1 
cubic metre water-vapour at 0 and 700 millimetres must 
weigh 0*8001 kilogramme, it follows that 1 cubic measure dry 
air can take up at 

NfoNtum id 0 and 0‘ 10 20‘ 10* 10* 

700 millimetre* . 0*001.7 0*0070 0*0100 0*0217 0*(H1H cubic metre. 
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These figures show that the moisture content of air 
saturated with humidity rapidly grows with increasing 
temperature, and at 40° amounts to thirteen times that at 0°. 
As one can have in summer a heat of 30° to' 40° and air 
richly laden with moisture, thus it can also happen that each 
cubic metre of air which one has calculated as necessary for 
the fire (taken as air in its dry state and normal condition) 
may contain up to about 0*04 cubic metre of moisture. 
This sum total, it is true, is not very considerable, but it can 
nevertheless in some cases demand consideration. 

The second source of gaseous oxygen for gasification is 
furnished by aqueous vapour, equally, if the same accom¬ 
panies the air as natural humidity, or is purposely introduced. 
The mode of operating steam in the formation of gas, its 
decomposition, and the quality of the corresponding gas will 
be dealt with later. 



CHAPTER V 


THK REACTIONS ACCOM PANVlN<i GASIFICATION IN THE PRODUCER 
STOIC II10 M FT It 10 RELATIONS 

(a) Cuuion 1 doxies (HR, Ratio or C to 0, and Volume of 

U VS OBTAINED FROM 1 KILO ORAM ME C. 

(’\itiu»N combines with oxygon, forming carbonic acid or 
carbon dioxide, according to the equation C + 2 0=C0 2 
which involves, according to the rules of stoichiometry, that 

Ri kilogrammes 0 with kilogrammes 0 form 

•14 kilogrammos C0 2 . 

This mode of calculation is employable for the estimation 
of the equivalent quantities of mutually reacting substances 
in nil chemical reactions. It is, however, particularly so in 
order to work out determinations of weight of gases, and these 
are usually done by tho method of measuring the volumes of 
the gases and multiplying the figures obtained by the weight 
of a unit volume of the gas. Since, however, the volumes of 
guM\s vary with change of pressure and temperature, the 
figures for the volumes measured in experiments are always 
first corrected to the normal basis of 0° and 760 millimetres, 
if one wishes to employ their absolute weight in the above- 
mentioned manner. It has been known for many years that 
one can considerably simplify the calculations for the mutual 
reactions of gases, and, therefore, also knowledge of the 
occurrences, if one calculates in volumes of inter-reacting 
substances in lieu of the weights. With this object in con¬ 
sequence molecular formuhe are employed, which furnish 
direct the ration of amounts of tho volumes of the reacting 
and resultant substances. In tho critical examination of the 
occurrences in technical generation of producer gases, these 
formuhe have, as yet found much too little entry. 
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On dividing the above-given equivalent weights 0 32 kilo¬ 

grammes, and 002 = 44 kilogrammes by the respective weights 
of 1 cubic metre of 0 = 1*4304 and 1 cubit* metre, of (UR • 
1-9781 (in both cases under normal conditions) wo obtain 

32—1*4304=22*3 cubic metros O l 
44-4-1*9781=22*3 cubic metres COT 

These results show that 22*3 cubic metres 0, on combining 
with carbon, furnish 22*3 cubic metros (UR, or, in other 
words, that, from 1 cubic metro 0, 1 cubic metro (UR is pro¬ 
duced . . . (2). 

Further, as within the temperatures under consideration 
0 and CO 2 appear as permanent gases, entirely equally 
altered in volume with varying pressure and varying hum 
perature, it follows that the above relations are not onh valid 
for the normal conditions, but their validity remains for all 
cases in which 0 and OCR are under equal conditions. Rut 
the same is valid for all gases remaining to be considered, and 
hereby the advantage is clearly perceivable, that calculations 
are continued in volumes. As an instance, the application 
immediately following will serve. 

In the combustion of carbon, pure oxygen is not employrd, 
but atmospheric air, which in addition to 21 per cent. (), con, 
tains 79 per cent. N. If the oxidation of the 0 takes place 
with precisely the theoretically requisite quantity of oxygen, 
then from the 21 volumes of 0 there result 21 volumes of CUR, 
whilst the 79 volumes of N remain unaltered, ( onHeqtmnily, 
the reaction results in a gas of the composition 21 percent, 
C0 2 , and 79 per cent. N or 100 per cent, products of coin- 
bastion. In this gas the nitrogen is determined according to 
the formula 

79 

N=^C02=3*762 C(R . (8). 

In simple manner further the quantity of gas which Is 
obtained from the unit of weight of carbon admits of deter¬ 
mination. As 12 kilogrammes C develops 44 kilogrammes 

1 One obtains herefrom exactly 2247 cubic metre* () nml 22*21 euhie 
COy, which is inaccurate, m the atomic weights 0-05 ami 0,4*2 air mu 
precise, but only approximate. 
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or 22*2 cubic metres OOo, so one obtains from 1 kilogramme 0, 
oo-q 

0mi f * 


1: 


: 1 *8(> cubic moire 0(4; (under normal conditions 0° and 


7f>0 millimetres) 


(■a 


Also when combustion occurs by means of the theoretically 
requisite amount of air, that 

N *=2*702 CO.r ;h7()2x 1*8(0-7*00 cubic metres N. 

Thus the volume of the gases of combustion of 1 kilo¬ 
gramme V with air under normal conditions is 

1*80 cubic metre ('(),,7*()() cubic metres N -8*80 cubic 
metres . . (5). 

(h) 00 Formation. Air-Gas. 1 

If one considers the formation of TO according to the equa¬ 
tion C-f O OO, then 12 kilogrammes 0 with 10 kilogramme,s O 
yield 2H kilogrammes 0 >. On division by the respective weights 

of 1 cubic metre O and OO, one, obtains . cubic 
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1*4201 

:22*2 cubic metres 00, 


Thus 11*15 


metres O ami . . „~ r ^ 

1 *2ooo 

cubic, metres O yields 22*2 cubic metros 00, and from this 
it follows that l cubic metre 0 yields 2 cubic*, metros 00, or 
that for producing l cubic metre (JO, h cubic metre 0 is 
required. . . (0). 

For the manufacture of the gas, air is again employed, thus 
there will be yielded from 21 cubic metres O, 2X21 *12 cubic 

metres OO and 7b cubic metros N unchanged. Thus 100 
cubic metres air will yield 121 cubic metros gas. This will 


014*7 volumes 00, and 


7b x 100 


121 


. M ... 42X100 

have the composition j %> j • 

— 05*2 volumes N . . . (7). 

In this gas, the nitrogen content is defined according to the 

formula N :j-7Cr2 U / - (H), «» t'io production of 

I cubic, metro (10 only h cubit: motro 0 in nocoHHiiry. 

* %%,!,. ),v tiui»'4at<*r, Tim Herman t*xj>r»**Ninn in “ Uuft•#«*,’’ mtU Um 
lit thiifam thorn*!, wv«»nlmc to I he formula numbered 7, in w> Uhefui that the 
t lumdutor ha# ado}*! ed t ho lit oral t rutihhit ion of, and drthdt ion ol the Herman 
word. 
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For the determination of the volume of CO, which is obtained 
from 1 kilogramme C, the quantity of gas 22*8 cubic metres 
which contains 12 kilogrammes C is used, and thus there 

is yielded ^^ = 1*86 cubic metre CO . . . (9). To this there 

belongsN=8-762 x —=3'5 cubic metres N, and 

A A 

the total quantity of air gas at 0° and 760 millimetres per 1 
kilogramme C amounts to 1*86 cubic metre CO+3*50 cubic 
metres N=5*36 cubic metres air-gas . . . (10). 

( c ) Simultaneous Fobmation of CO 2 and CO in ti-ie 
Combustion of C by Means of Aiil 

If the combustion of pure carbon by means of air happens 
in the manner that simultaneously CO 2 and CO are present, 
the N content will be determined by the formula 

N=3-762 (C0 2 +^) • • • (11), 

as given by the simple addition of formulae (3) and (8). 

In similar manner, one derives the total volume Y as 
being:— 

Y=C0 2 +C0+3-76-2 (c0 2 +^). 

( d ) Gasification of Pube C by Means of Steam. 

Water-vapour is, in definite ratios (to be discussed in detail 
later on), able to attack carbon and gasify it. Water, as is 
well known, results from the union of hydrogen and oxygen 
according to the equation 

2H+0=H 2 0 

whereby 2 kilogrammes H with 16 kilogrammes 0 forms 18 
kilogrammes water. 

The water appears on its formation at first in the form of 
steam, and in this form only can it be employed for the 
gasification of carbon. The calculable weight of a cubic metre 
of water-vapour referred to a basis of 0° and 760 millimetres 
has been estimated at 0*8051 kilogramme, whilst 1 cubic metre 
H under equal conditions weighs 0*0899 kilogramme. 
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By division of the equivalent weights by means of above¬ 
given figures one obtains 

IB 

0'089 9 =22 ' 3 ° ubie metres Fl304 ==11 ' 15 cul:)ic metres 
» 18 

0 ^ 5 g I = 22-8 cubic metres water-vapour, 

from which figures one derives that 

1 cubic metre 0 + 2 cubic metres H yield ~2 cubic metres 
water-vapour . . . ( 12 ). 

Inversely, if 1 cubic metre water-vapour is decomposed, 
1 cubic metre H+J cubic metre 0 must be obtained. 

The oxygen from the water-vapour carries no nitrogen with 
it, but H, and the relationship between the gases is, 

0 =~ . . . (18). 

(e) Production of CO and H from: C and Steam. 
Water-Gas I. 

The action of steam on C is conceivable according to the 
following formula :— 

C+H 2 0=C0+2H 

wherefrom 

12 kilogrammes C+18 kilogrammes H 2 0=28 kilogrammes 
CO+2 kilogrammes H. 

By division of the weights of gas by their weights under 
normal conditions one finds —^-^= 22*8 cubic metres H 2 0 

(vapour) j-^gg=22‘3 cubic metres CO, and ~^=22-3 

cubic metres H, or carbon+ 1 cubic metre steam=l eubie 
metre CO+1 cubic metre H. 

By use of the formulae (12) and (6), which are graphically 
shown in the Appendix, one can also more simply ascertain 
the result. If one considers, that is to say, that 1 cubic metre 
steam is resolved into its constituents, one obtains 0'5 cubic 



BO THE BASIC OPEN-HEARTH STEEL PROCESS 


metre 0 and 1 cubic metre H. In the gas now 1 cubic metre 
H goes, whilst 0*5 cubic metre 0 is combined with C, and this 
by formula (6) forms 2x0*5 cubic metre=1 cubic metre 00, 
so that a gas results which contains 1 cubic metre 00+1 
cubic metre H. 

The percentage by volume of the composition of this gas 
will be, therefore, 50 per cent. CO and 50 per cent. IT, and is 
characterised by the formula 

■Volume H=Volume CO . . . (14). 

Also one must here (as in gasification by air) obtain from 

1 kilogramme C, 1*86 cubic metre CO at 0° and 760 millimetres, 
but in place of the absent nitrogen, hydrogen of the same 
volume as the CO must be present, and the quantity of gas 
which will be obtained from 1 kilogramme C must, under 
normal conditions, measure 1*86 cubic metre CO+ 1*86 cubic 
metre H=3*72 cubic metres. 

(/) Production of CO2 and H from Pure Carbon and 

Steam. 

Water-Gas II. 

The action of steam on carbon is also conceivable according 
to the following formula :— 

C+2H 2 0=CO 2 +4IT. 

If one conceives according to formula (12) that 2 volumes of 
steam are decomposed into their constituents, so one obtains 

2 volumes of IT and 1 volume of 0, of which the former goes 
over as gas, but the latter must first re-combine with carbon. 
As CO 2 results, so there musk, according to formula (2), result 
from 1 volume of 0 also 1 volume of C0 2 , and the composition 
of the gas will be 

1 Volume CO 2+2 Volumes H, or 38*3 per cent. C0 2 , and 
66*7 per cent IT. 

The characteristic of this gas will, therefore, be C0 2 =~~ or 

- A 

JH=2C0 2 . . . (15). As 1 kilogramme C evolves 1*86 cubic 
metre of C0 2 (vide (4)), so from consideration of formula (15) 
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we easily ascertain that the volume of gas from 1 kilogramme C 
will be 1*86 cubic metre C0 2 +3*72 cubic metres H=5*58 cubic 
metres. The gases reviewed under the headings ( e) and (/) 
are called water-gas and are not produced in this purity in 
practice. 

(g) S r rE.nr-AiR Gas . 1 

A mixture of the gases reviewed under the headings (a), (b), 
(V) and (/) is termed steam-air gas. One can regard this 
as a mixture of gases produced individually in separate 
apparatuses, or also as by production in a single apparatus in 
which the carbon is, by the joint influence of air and steam, 
converted into gas. It follows, therefore, on reflection that 
for each volume of oxygen which is obtained from air that 
this must be accompanied in the gas by a corresponding 
volume of N, whilst in the oxygen which was derived from the 
decomposition of water, a corresponding amount of hydrogen 
must be present. The quantity of nitrogen in the gas will, 
therefore, be no longer according to formula (11), N=3*762 x 

(^COs+q^), but will be less to the extent of 3*762 times the 

quantity of 0 which is contained in the water. This is, 

H 

according to the formula (13), an ^ ^ erew1 ^ furnishes the 
characteristic as under : — 

Steam-air gas, N=3*762 (^C02+^—^ . . . (16). 

Example .—A gas of the composition 8 per cent., CO 2 , 24*9 
per cent. CO, 11*0 per cent. PI, and 56*1 per cent. N, as 
analysed, must contain 8+12*45—5*5 = 14*95 0 which x 
3*762 = 56*2 per cent. N. This proves the gas to be pure 
steam-air gas. 


1 The Germans use the expression “ Mischgas,” which has not, but should 
have, an English equivalent. Such a word avoids much verbose explanation 
being involved. The translator has adopted the expression “ steam-air gas ” for 
the purposes of this book, but begs to direct attention to the desirability of a 
suitable equivalent to the German word being coined and adopted generally. 
The formula for this gas then from (1G) is 

asCOa + yCO+--j£+S-762 + N. 


(Translator.) 
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( h ) Carbon Content of the Gas, 

It has been established by formulae (4) and (9) that 1 kilo¬ 
gramme C is contained in 1*86 cubic metre C0 2 , or 1*86 cubic 
metre CO. In 1 cubic metre of these carbonaceous gases, 
measured under normal conditions, there is, therefore, 
contained 1~~1*86=0*538 kilogramme C . . . (17). 




CHAPTEB VI 




THERMAL CONDITIONS IN THE GASIFICATION OF CARBON 


The reactions reviewed in the foregoing do not always take 
place in the manner assumed, and not under all conditions, 
as their progress is frequently forcibly interrupted. The 
most substantial factor is the temperature produced during 


Length of 
bed of Coke. 
Centimetres. 

Amounts of N 
collected in a 
minute. 

• 

Temperature. 

Gas Analysis in Volumes per cent. 

COo. 

0 . 

CO. 

17 

19*9 

375° 

0-5 ' 

20 

0 

10 

6-1 

394° 

1-1 

20*1 

0 

17 

32*2 

395° 

1-6 

17-4 

0-5 

10 

7-1 

401° 

6*2 

12*3 

0-8 

10 

6*1 

495° 

19 

0 

1-6 

11 

2-5 

675° 

19-8 

0 

1*1 

10 

22-3 

677° 

19 

0 

1-1 

33 

61 

680° 

18-9 

0-2 

1-7 

33 

17*9 

700° 

19-3 

0-3 

2-5 

33 

119-3 

700° 

17-3 

1-4 

3-3 

17 

10-7 

700° 

18 

0 

2-5 

44 

35-8 

750° 

19-4 

0 

2-7 

10 

8-9 

800° 

17*9 

0 

5-9 

11 

10-8 

875° 

11 

0 

14-7 

11 

24-5 

900° 

101 

0 

15*8 

11 

1-2 

950° 

0-6 

0 

31-5 

11 

2-2 

1,000° 

0 

0 

34*2 


the process. By way of example, as the result of experimental 
research, the influence of the air on the carbon according to 
the reaction 0+20 = 00 2 commences at about 875°. • At 
this temperature, however, oxygen present only to an amount 
of about 0’5 per cent, of the weight of air is utilised, whilst the 
B.s. D 
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remaining 20*5 per cent, is unattacked. With increasing 
temperature the amount of oxygen utilised grows, and simul¬ 
taneously therewith the amount of CO 2 produced. At about 
495° the available oxygen present will be completely taken up 
by carbon, which forms a trace of CO in addition to C0 2 . 
The formation of C0 2 attains its maximum at this tempera¬ 
ture, from which forward there occurs more rapid simultaneous 
formation of CO. At 1,000° the formation of CO has become 
practically equal to that of the original 0, and the 0 will be 
entirely taken up in the formation of CO, as will be seen from 
the accompanying table of the results of experiments by 
Naumann and Ernst, which are taken from Ferd. Fischer’s 
“ Techn. d. Brennst., p. 201 (Table A). The air was passed 
over hot coke in a porcelain tube. The temperatures were 
measured by a Chatelier pyrometer. • 

This table is graphically illustrated in Figs. 7 and 8, wherein 
the amount of air for the gasification of 1 kilogramme C to 
CO is taken. The first diagram on the larger scale gives only 
the active amounts of oxygen, at the different temperatures, 
the corresponding amounts of carbon monoxide, and carbon- 
dioxide, taken under normal conditions, whilst the second 
diagram at one* tenth of the scale of the first, gives also the 
nitrogen content of the gases and the changes of volume 
which occur owing to the higher temperatures. One obtains 
thus on a uniform scale a clear picture of the large increase 
of volume which air for gasification has to undergo in the 
producer, and of the large amounts of nitrogen with which the 
gas is laden. 


Action of Steam on Carbon. 

This action begins, according to Lang (vicle Fischer, p. 202), 
at 580°, at which, however, only traces of the steam become 
active. With rising temperature decomposition becomes more 
complete until (as shown in Fig. 9 and Table B from the very 
instructive experiments of Harries) at about 1,125° it becomes 
practically ended, as then 99*4 per cent, of the steam has 
become decomposed when this is in large quantities and 
rapidly blown into the incandescent mass of carbon. 
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Fig. 9.—Action of 1-86 cubic metre 0 contained in 3*72 
cubic metres steam, on carbon at various tempera- 
tures, from Harries’ Besearches. Gas volumes at 
0° and 760 millimetres barometer. 


Table B.—Harries’ Besearches. 


Temperature 

°C. 

CO content in 
per cent, of 

CO + co 2 . 

Steam decom¬ 
posed per cent, 
on Steam passed 1 
through. 

Undftcomposed 
Steam per cent, 
on Water-gas 
produced. 

Velocity of Gas 
Stream. Litres 
per Second. 

674 

14 

8-8 

680 

0*9 

758 

22*2 

25*3 

193 

1-8 

838 

34-8 

37*7 

117 

3*66 

838 

41*4 

41-0 

90 

3-28 

861 

45 

48*2 

64 

5*3 

S54 

85*2 

70*2 

20-8 

6*3 

i,aio ; 

97T 

94*0 

3*1 

6*15 

1,060 

97*4 

93*0 

3*8 

9*8 

1,125 

! 

98*8 

99*4 

0*3 

11*3 
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Tables B lias also boon graphically set out, and one sees from 
the diagram (Fig. <)) that in gasiiication of carbon by means of 
steam, at a temperature of about 860°, the formation of CO 2 
predominates, whilst from that point with increasing tem¬ 
perature the formation of carbon monoxide strongly gains 
the upper hand; and that at 1,125° only the latter gas is 
formed, and thereat the steam is completely decomposed. 
It should be very specially observed how much the quality of 
the gas is damaged by the passing through of undecomposed 
steam, if the temperatures in the reaction zone be too low. 

The action of carbonic acid on carbon, which takes place 
according to the equation 00.2 + 0 = 200, has been investi¬ 
gated by Boubouard (Fischer’s “ Techn. d. Brennst,” p. 200) 



at different temperatures ; wherefrom the following conditions 
of equilibrium have been obtained: — 

At a turn pi'mt lire of Tho fjjiin mixture oontairiH 

(alt) 1 . . . til per rent. ('< >. ( aixl .'itl por uonh (X). 

HIM)' . . .7 „ CO.. „ in „ (!<). 1 

uai ■ . . . -i „ co.., „ ix> ,, (JO. 

Those results am not out in tho diagram (Kig. 10). 

One perceives from all thras cases considered that tho gain 
in combustible gamin in tbo greater, tho bigbor tcnuporaturoH 
employed. In tlm formation of air-gas and the reduction of 
carbonic acid by means of incandescent carbon, the maximum 
of formation of carbon monoxide is reached at a temperature 
of about 1,000whilst in tbo decomposition of water, only at 
* T1h»h«* fitfur<‘H du not tally (Translator). 
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1,125°. Thus one derives that the paramount condition of the 
production of the maximum of combustible gas in the gasifica¬ 
tion of carbon is that the temperature in the reaction zone should 
never sink below 1,125°. 

The temperature can exercise yet another influence on the 
composition of the gas, in that it can cause inter-reaction' 
between the different species of gases. Thus a mixture of carbon 
monoxide, hydrogen, nitrogen, and carbonic acid, Le., pure 
steam-air gas, only will not change its composition if it is very 
highly heated. If, however, this steam-air gas is mixed with 
water-vapour, derived from the hygroscopic water of the fuel, 
or which has passed through the reaction zone undecomposed, 
so it is possible for this to react with the carbon monoxide of 
the steam-air gas somewhat according to the formula CO + 
H 2 0 = C0 2 +2H, so that combustible CO is capable of 
being converted into the worthless C0 2 . Of course, thereby 
hydrogen will be formed, and in an amount which is equivalent 
to the carbon monoxide disappeared. The reaction before 
mentioned can, according to Engler and Grimm (vide Fischer, 
p. 204), commence between 250° and 800°, but at such low 
temperatures is of no importance ; but at higher temperatures, 
as the following example, taken from the same source, 
illustrates, can become, under certain circumstances, quite 
marked. In the experiments carbon monoxide was passed 
with steam through a porcelain tube, heated up to about 954°, 
and gas of the following composition was obtained:— 

Table C. 

After passing through Tube. 

After addition 

----- of excess of 

Steam. 

Twice. 20 times. 

III. IV. V. 


Per cent. Per cent. Per cent. Per cent. ■ Per cent. 

15-2 22-8 16-0 18-8 39-7 

68-5 51-4 66-2 56-4 18-3 

14-0 21-9 15-3 23-0 38'7 

2-3 3-9 2-5 2-8 3-3 


C0 3 

CO 

H 

N 
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Transposed into tlio quantity of gas which contains 1 kilo¬ 
gramme 0, the above numbers yield :— 


Cubic mi'tres. 

0 (>„ 

(H) 

II 

N 


< 'ubir imi‘ 1 res. 

(KM 

1*52 

(KM 

0*05 


(lubir met res. 

0*57 

1*29 

0*55 

0*10 


Cubic mdivs. 

()\1(> 

1 -50 

o-:s 5 

0-0Q 


Cubic metros. 

0*40 

1*40 

0*56 

0*07 


Cubic metres. 

1*27 

0*59 

1*24 

0*07 


It appears that the presence of great amounts of hydrogen 
favours the reaction, whilst minute amounts have lifetl 3 
influence, and heroin may lie the cause why these reactions 
have seldom received attention in practical management. 

The hydrocarbons are more sonsiblfc to the influence of 
temperature than carbon monoxide and water-vapour. These 
constitute a not inconsiderable portion of the distillation gases, 
and are very valuable for heating purposes. • The hydrocarbons 
split up on heating to more than 700°, giving off carbon which 
depo.dts itself as soot in the gas conduits and checkers of the 
regenerators, and the phenomenon is the more perceptible, 
the more concentrated the hydrocarbons in the gas aro- 
Besides this, the hydrocarbons are also exposed to change by 
the action of other gases. 

Thus, for example, methane and carbonic acid produce 
changes which the experiments of Lang (q.v.) demonstrate. 
The mixture of methane and carbonic acid exhibited, before 
and after heating, the following contents of COa and CO : — 


tidbit' bent ni}'. 


Aftm- hunting. 


eoj. 


'IVuiiiumturo. 


CO 


Cm emit*. 

•11 

:«•:( 

2!H 


70:i" to BN 1 
Df) l ' 1,0 1,05 r 
‘ to 1,051 ‘ 


Cor <!onl. 
11 
2 t >*8 
20*1 


Cor com/. 

()•(> 
6-4 ‘ 
8-2 


Tho «xdha»Ko took place according to the formula, C Fr.,-f- 
8Ct)*j 4CO+211.j()-- that ia to aay, it yielded carbon monoxide 
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and steam, which again, according to the before-considered 
equation, are able to revert into CO 2 and EL 
Methane and steam likewise react and (vide Fischer, p. 205) 
according to the equation CELi+ELO == CO + 6EL The same 
author gives (p. 204) the following results of experiments:— 
Methane with 2 volumes steam heated to 954° to 1054°, 
and the same with great excess of steam, gave from separation 
of carbon 


l. 2. 


OO a 

0 . 


. 1*2 per cent. 

. 0*5 „ 

5*0 per cent. 


00 


• 2*8 

9*4 

j j 


H . 


. 48*8 „ 

47*1 

y y 


ch 4 


. 43*5 „ 

37*3 

5 > 


N . 


‘ • 3*2 „ 

1*2 

J > 


One perceives 

in 

all examples that the 

changes 

only 

result partially, 

and 

that they show 

smaller values, 

the 


smaller the amounts of the hydrocarbons are. It therefore 
results that producer gases cannot be subjected to great 
changes in their composition from the influences which high 
temperatures in the producer or regenerator chambers can 
bring to bear if they contain little C0 2 and little steam, and 
likewise not too large quantities of hydrocarbons. 

Lastly, steam can be split up into its constituents by means 
of heating alone. Nevertheless this only occurs at such 
high temperatures that this reaction is practically without 
importance in gas firing. 












CFTAPTBIl Vlt 


IN F1A* KNCH W THE INDIVIDUAL It MS ACTIONS ON 

TEMPERATURE 


THE REACTION 


( a ) Eneuuy Content Ooruespondino to the Combustion Heat 

OF CARBON. 

On jk 27 it in shown that by the incomplete combustion 

28 

of V by O from 1 kilogramme 0, kilogrammes CO or, 

measured in normal conditions, 1*80 cubic metres CO can 
originate, for which by formula ((>) 1*86x0*5 = 0*93 cubic 
metre 0 is required. This CO is combustible, and can by 
means of oxygon be converted into carbonic acid according to 
Urn equation (!()+() 0().j, whereby 28 kilogrammes 00+ 

lb kilogrammes 0=4 l kilogrammes OOu is furnished. 

On division by the respective weights of the individual 

28* 16 

gases, ouo obtains . ~ _ r =‘22';{ cubic mokes CO, , ,.,,, 7 = 
L*2!>55 1*4804 

11*15 cubic metres 0, ^ 22'B cubic metres C0 2 . That 

in to say, I cubic metro (!() + 1 cubic metre 0 yield 2 cubic 
metres (Ub . . . (18). For the combustion of 1*8(5 cubic 

metres CO, therefore, 0*98 cubic! metros 0 is required, and as a 
product of the reaction 3-HO cubic metres 0() 2 must result. 

There is necessary, therefore, for the combustion of 1 
kilogramme 0 to T8f> cubic mokes ()0 (ride (5), an amount of 
0*98 cubic metres 0, and for 1*8(5 cubic metros CO to 1*8(5 C0 2 
(f'u/c 18) also 0*98 cubic metres 0, or a total for tlie combus¬ 
tion of 1 kilogramme C to 1*8(5 cubic metros C0 2 of 1*86 cubic 
metres O, corresponding to the formula! (2) and (4). 

This knowledge teaches that the same causes bring about 
the same actions. Thus, the quantity of heat evolved by the 
direct combustion of 1 kilogramme C with 1*80 cubic metres 0 
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direct to C0 2 must be equal to the sum of the quantities of 
heat which will result if the same kilogramme C is first burnt 
into CO and the resultant CO subsequently is burnt into C0 2 , 
for the amounts of the mutually reacting substances are the 
same at the conclusion. Since, further, in the second case 
the action ensues in two steps, wherein in each step the same 
amount of oxygen is employed, one might assume that in each 
of these separate operations the same quantity of heat would 
be set free, that is to say, that the combustion of 1 kilogramme 
C to CO would liberate as much heat as the combustion of the 
resultant carbon monoxide into carbonic acid. 

Now the latter quantity of heat admits of comparatively 
easy experimental estimation, and has been established as being 
3,068 calories per cubic metre CO at 0°) and 760 millimetres. 
From this, one obtains from— 

Calories. 

1*86 cubic metre CO and 0*93 cubic metre 0, 

1*86X3,063 . 5,693 

And one would obtain from tbe combustion of 1 
kilogramme C with 0*93 cubic metre 0 to 1*86 

cubic metre CO likewise.5,693 

Which would give for the total energy derived from 

1 kilogramme C.. . 11,386 

Practical determinations of the heat of combustion 
of carbon have, however, established an amount of 8,080 

So that a deficit appears of.3,306 

This difference in the estimation of the heat of combustion 
is explained in that the carbon is always employed in the 
solid phase, whilst in the products carbon monoxide and 
carbonic acid, it is present in the gaseous phase. An expen¬ 
diture of energy is required for its transmutation into the 
gaseous condition, and therefore one assumes that the energy 
in question for 1 kilogramme carbon amounts to the before- 
mentioned 3,306 calories. Consequently, an energy content 
of 11,386 calories represents the combustible value of theoreti¬ 
cally imagined gaseous carbon, which, for practical purposes, 
does not enter into consideration. The practicably available 
energy for 1 kilogramme carbon amounts to only 8080 calories, 
and this must be completely disengaged and likewise must be 
rendered fully evidenced in the products of combustion in the 
form of disengaged, or heat proper, and of latent heat or 
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combustible value; and of this amount of 8,080 calorics, thoro 
will tin the fare of a view which even at present appears not 
to have wholly vanished), he absolutely no deduction required, 
in the case of complete or incomplete combustion in all 
processes. 

(Glories, 

’Inkinn: the combustible value of 1 kilogramme 0 at S,0S0 
Ami the combustiblevalue of 1*8(5 cubic metro (1) 

containing 1 kilogramme <- at .... 5,(501 

The' difference is thus . . . 2,<187 

hr., the amount of heat which would bo liberated on the 
combustion of 1 kilogramme 0 to 00, or the heat of combustion 

of carbon to carbon monoxide. 

(,/n Tun Tkmckhatk hk in Ukaction Zonk in tuk Production 

OK Atli4 i AS. 

Previously (p. 27), on the basis of practical experiments, it 
has been established that the most favourable conditions for 
the production of (4) from carbon are provided, if trie tempera¬ 
ture in the reaction zone amount from 1,000' to 1,125", and it 
will he assumed in the following investigations that there 
shall be a pausing of temperature at 1,150". The small 
surplus of *25 wall la*, regarded as a reserve, which can thus 
serve to balance chance inaccuracies which must arise in the 
following calculations owing to the unreliability of the values 
employed for the specific heats of gases at high temperatures. 
These values are regarded by many as lading to such an extent 
inexact that they hold as valueless calculations in which they 
have been employed. And though there remains no other 
way to approach the problem, one will he obliged to compare 
the results of such kinds of calculations with the results of 
practical observations as frequently as possible, and if these 
come near the calculated ones, one will not be able to deny a 
certain value, to the latter. 

( ’nlotlfff. 

Now the carbon present in the react inn yone at a tem¬ 
perature of 1,150 1 possesses a heat content the amount 
of winch (according to Violo’s formula for tins specific 
bout of coke ( 0*201 | 0*00000/) m ascertained at . Ill 
The heat of combustion of l kilogramme U to t t< ) is (vide 

preceding section)........ 2,1ST 

Thus the energy content which 1 kilogramme (- at 1,150' 

am liberate in the production of CO is . . . 2,700 
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This carbon is gasified by means of air at 0°, the air, there¬ 
fore, introducing no free heat energy into the producer. 

In the mass, as gasification takes place, solid carbon 
disappears, and becomes changed into the products of gasifi¬ 
cation, which must, therefore, in the moments of their origin, 
take up the whole quantity of energy produced, which they 
are of course able to give off later in greater or less scale to 
other substances capable of taking up energy. 

Were theoretically pure air-gas produced, one would obtain 
from formula (10); p. 28, from 1 kilogramme C, 1*86 cubic metre 
00+3*50 cubic metres N=5*36 cubic metres gas, which at 
the moment of origin would be endowed with the total avail¬ 
able amount of energy. This, from the foregoing, amounts to 
2,700 calories. 

From the definition of specific heat, the amount of heat Q 
which is contained in a substance is equal to the temperature 
of the substance multiplied by its specific heat and weight, or 
corresponding volume thereof Q = ctv, and therefore Q must 
be equal to 

2,700 =c (1*86 cubic metre 00+3*50 cubic metres N) t. 

From the preceding this equation can be transferred into 

t= — and, 


_ 2,700 __ 

c(l*86 cubic metre 00 + 3*50 cubic metres N) 


In this equation c is dependent on t, and one obtains both 
most conveniently by means of the method of approximation 
which is given by Th. Beckert in his treatise “Feuerungs- 
kunde. ,5 According to the tables of the “ mean specific heats 
of 1 cubic metre gas ” in the introduction, the specific heat of 
CO and N is equal, and amounts at 1,200° to 0*3534, and at 1,100° 
to 0*3496, the mean of which or 0*3515 is taken for the specific 
heat at 1,150°, whilst 1*86 cubic metre 00+3*50 cubic metres 
N=5*36 cubic metres. It is thus 5*3^X0*3515=1*884, 

whence t= ^^ =1,433°. 

1 oo4 

Inasmuch as the temperature yielded was higher than that 
assumed, the specific heat was selected at too low a figure: on 
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placing this at the value for 1,400° or 0-3610, one obtains 
5*36x0*3610=1*895, and hence 


t 


2,700 

1*395 


=1,395° 


C. 


This figure is also not correct, since the basis for the 
calculation was not correctly selected, owing to the carbon 
bringing into the reaction zone not 313 calories (corresponding 
to a temperature of 1,150°), but more, as the temperature of 
reaction will be higher. Further following up of the problem, 
however, is saved, as the calculations already made show that 
the requisite temperature of 1,150° is not only attainable, but 
is considerably exceeded. This is in accordance with observa¬ 
tions made in practice, whereby a producer driven by means 
of air alone is not able to run cold. It more often heats itself 
considerably above 1,150°, and this circumstance is the cause 
why most fuels cannot be gasified by means of air alone. The 
temperature becomes so high that the constituents of the 
ashes melt, or sinter together, and form great lumps, which 
bring the producer to a stop, as their removal becomes 
impossible. The results obtained are obviously able to be 
made into a heat balance-sheet. 


IIeat Balance-Sheet for Pure Air-Gas Production. 


Heat Units generated in the Producer. 


Calories. 


1. Heat content of 1 kilo¬ 

gramme 0= . . 313 

2. Combustion value of do. = 8,080 

3. Heat content of air . .Nil. 


Total supply of beat . 8,39 3 


Heat Units absorbed in the reaction zone 
of the Producer. 


Calories. 

Heat content of 5*36 cubic 
metres gas . . .2,700 

Combustible value of l’S6 
cubic metre CO. . . 5,693 

Total beat in reaction zone 8,393 


(c) Influence of the Products of Gas Production on the 
Temperature of Reaction. 

On p. 43 it has been shown that by the combustion of 
1 kilogramme C to CO, 2,387 calories are evolved, whilst 
measured under normal conditions, 1*86 cubic metre GO is 
generated. One can thus also say that the generation of 1*86 
cubic metre CO involves that in the reaction space 2,387 calories 
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are produced, or that = calories per cubic metre 

CO are liberated . . - (lb). 

If now, instead of CO, CO* worn, produced, 8,080 calories 
would be liberated by 1 kilogramme C, whilst I'HO cubic metre, 
CO2 would be formed. 

Therefore, the production of 1 cubic metre C() 2 is a proof 

that in the reaction chamber, ^^P=4,8i4 calories are 

1 *80 

liberated . . . (20). 

From a comparison between these two numbers for CO and 
CO2 it results that the temperature of reaction in the producer 
in the production of air-gas must undergo a eonsidernhte 
increase if, in addition to CO, C0 2 is also generated. From 
the researches of Naumann & Krnst tra/r pp. 88 and 31?, it 
however follows that the formation of C0 2 at temperatures 
above 1,000° generally is impossible; and as already in the 
formation of pure CO a temperature of reaction of far above 
1,000° is insured, so in cases in which CO.» appears in an air - 
gas must this have had a special cause. The cause thereof C 
only explainable by free oxygen having readied the gas 
chamber and having burnt CO already formed. If is thus 
due to either insufficient thickness of the bed of carbon, or 
there have been faults in the air supply. 

In the dissertation on the reactions in the producer, the 
formation of water has been already referred to. Herein the 
oxygen required to gasify the 0 is derived from wafer, which 
is thereby decomposed into its constituents. Now, Hater 
consists of H and (), and by the union of both in the form of 
fluid water at 0°, there is developed from 1 kilogramme II, 
34,600 calories, 1 and 9 kilogrammes water are formed. 

Therefore, on the decomposition of 9 kilogrammes water, the 
same amount of energy, ie. 84,000 calories, muni be absorbed, 

Now, the water is almost exclusively introduced into the 
producer in the form of steam, and in most producers this 
steam is taken from the main steam pipes of the works in 
which it is under a pressure of some atmospheres and |«eo 
sesses an energy content of some 050 calories per kilogramme; 

1 For those calculations the so-called u higher heat value ” in <mi|4<*yt*i. 
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9 kilogrammes steam corresponds therefore to 9 X (550 = 
5,H50 calories, which must he taken as a deduction from the 
above 81,(500 calories, so that the decomposition only requires 
a tJ5U0^5,Ho0:-2HJ50 calories. 

In case the steam, in its introduction into the producer, 
performs mechanical work, thus, should it in some way drive 
the air supply into the producer, its energy content would be 
smaller and the requisite amount of heat for its decomposition 
be higher, which however will bo aimed at here. 

Thus the amount of heat, 28,750 calories which is expended 
in the decomposition of 9 kilogrammes steam, from which 
1 kilogramme 11 is produced which under normal conditions 
occupies a volume of 1 l’128(5 cubic metros; the production of 
1 cubic metre 11 by decomposition of steam requires therefore 

an amount of heal of —2,585 calories . . . (21). 

11 * 128 (> v 

Thus the production of 1 cubic metre II, which is brought 
about by the decomposition of steam, involves in water-gas or 
steam air gas an absorption of 2,585 calories from the reaction 
chamber and a corresponding diminution in the temperature 

of miction. 

Thus by the addition of steam to the air supply a moans is 
found of bringing the temperature of reaction to a specified 
standard and to maintain it thereat. 

As hereinbefore the most favourable reaction temperature 
lias been taken at 1,150 , and since at this temperature all 
atmospheric oxygen is converted into CO, and (practically 
speaking) all water-vapour is decomposed, and as well all of 
any 00a by chance formed under the circumstances will be 
converted into 00, it should he investigated how much steam 
is required for assisting the atmospheric air in maintaining a 
reaction temperature of l,15() u and what composition of gas 
would result therefrom. 


( tl ) Stkam-Aiu Oah with Pituk CO Formation. 

Firstly, the case should be considered in which pure CO is 
produced, ho that the product of the producer may consist of 

•rCO-m-MN. PROPERTY of 

CARNEGIE INSfllHlE OF TECHNOLOGt 

IIRRARY 
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For the development of the foregoing, the employment of 
pure carbon is required, dry pure air at 0° and steam with an 
energy content of 650° per kilogramme. 

Taking into consideration an amount of 1 cubic metre 
gas, then will from which one derives z=1 — x 

-y . . . (a). 

Further, according to formula (16), p. 81, 

N=^=8’762x ^C02+^—and as no C0 2 is present, 

CO s =Oand*=8-762x(^-?) . . . ( b ). 

By combination of (a) and ( b ) it follows : 

(as CO—r and H— y) that 

3-762 (g — | )=l-x-y. 

These transposed give 

2-881a?-0*88fy=l 

or 

y=8’27a?-l-185 . . . (c). 

A further comparison between x and y furnishes the amount, 
of heat which would be liberated on its production and taken 
up by the gas at the moment of its origin. This quantity of 
heat admits of being derived from the above according to the 
formula 

Q = heat content of the 0 gasified+1,288#—2,585?/ 

The heat content of 1 kilogramme C at 1,150° amounts as 
before given, to 818 calories. In estimating the quantity of C 
which is necessary for the production of 1 cubic metre of 
steam-air gas, it should be remembered that from 1 kilogramme 
C are yielded : 

Air-gas . . . 5*36 cubic metres . . . (vide 10). 

Water-gas I. . . 3’72 „ . . do. p. 29. 

Water-gas II.. . 5-58 „ ... do. p. 30. 

As a mean thereof, about 5 cubic metres producer gas would 
result, and therefore for 1 cubic metre steam-air gas 0*2 C will 
be required, and a heat content of 818x0*2=68 calories will 
be brought into the reaction me. The expression for Q will 
consequently be: 

Q=68+l,288a?-2,585y , , , (d). 
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The quantity of heat Q would, however, at the moment of 
origin of the gases be completely taken up by these, and be 
represented by the expression Q =ct 

t is known to be 1,150° and the specific heats for CO, H and 
N are at 1,150° taken at 0*3515. Therefore, for the 1 cubic 
metre gas taken into consideration, Q=c£=l,150x 0*3515 = 
404*2 calories . . . (e). 

Consequently, from (e) and (d) 

404*2=63+1,28305-2,585y, 

and in this from (c) 

y=3-27ai-lT35, 

inserting this gives 

404-2=63+1,283* -8,45305+2,934 

. *. 7,170^=2,592*S or 

£e=0*361 cubic metre CO 
as y=3-27a5—1,135 .... ?/=0*047 ,, II 

as z= l—x—y .2=0*592 ,, N 

Total .... =1*000 cubic metre gas. 


100 cubic metres gas, therefore, contains in relation to com¬ 
position in vols. per cent, of steam-air gas manufactured from 
cold air and carbon at a reaction temperature of 1,150° *.— 

CO=36*1 per cent. 

H = 4*7 „ 

N =59*2 

From gas of this composition, the quantity of gas which one 
would obtain from 1 kilogramme C may be estimated. In 100 
cubic metres of the gas there are 36*1 cubic metres of C-contain- 
ing gases (in the foregoing case only CO is present). According 
to formula (17), this corresponds to 0*538x36*1=19*4 kilo¬ 
grammes C, and 1 kilogramme C will furnish :j~~=5*14 cubic 
•metres gas. 

. As the product of the figure 0*538 times the volume of C- 
containing gases, and the quotient which results from dividing 
100 by this product, is freque ? ifcly brought into use in gas 
calculations, a table is appended, from which the required 
amounts can be taken direct. 


B.S. 


E 
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The composition of the gas from 1 kilogramme C will 
therefore be 

5'14X0*361=1*S6 cubic metres CO 
X 0-047=0-24 „ H 

X0-592= 3-04 „ N _ 

Total j-14 cubic ineties steam-air gas, 

in which 0*24 cubic metre H is contained, which from formula 
(12) produces 0*24 cubic metre H 2 0 vapour, or transposing 
this into kilogrammes, one obtains by multiplying the volume 
by the weight of 1 cubic metre 0*24x0*8501=0*193 kilo¬ 
gramme steam. 

The amounts of steam to be employed and also the hydrogen 
content of the steam-air gas are thus remarkably small, if one 
obtains in the production of this same, formation of pure GO, 
and the result is in accordance throughout with all observations 
which have been able to be made practically. 

( e ) The Combustible Value of the Gas Pboduced and the 
Efficiency of the Producek. 

The calculation of the combustible value of the gas pro¬ 
duced for a certain gas volume is easily performed by 
multiplication of the volume of each individual combustible 
gas by its combustible value, which can be taken from the 
tables given in the Appendix, and by addition of all the 
products. Usually, the combustible value for 1 cubic metre 
gas is given, and then one uses direct the figures in the gas 
analyses (whilst one naturally shifts the decimal point two 
places to the left). If one, however, wishes at the same time 
to know the efficiency of the producer, one must refer th© 
volume of gas and its combustible value to the unit of weight 
of the combustible which will be employed, and the com¬ 
bustible value of which must likewise be known. The 
combustible value of the same kind of fuel varies, however, 
quite importantly, which is clearly perceivable owing to the 
ash content .and the content of hygroscopic water in fuel 
being subject to great fluctuations. Therefore, the writer is 
more inclined to refer the amount of gas and the combustible 
value of the gas to the unit of weight of carbon in the gas 
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instead of to the unit of weight of the raw fuel, a method 
which has already been employed by Bunte and Ledebur, 
One thereby obtains many lucid figures, which for the rest 
can be referred to the raw fuel with facility. In this con¬ 
nection, one only reipiires to bear in mind the percentage of C 
in iho find. 

In the production o£ air-gas, one obtains a gas of the com¬ 
position 84*7 per coni. 004-05*8 per cent. N, the combustible 
value of this gas being 0*847 x 8,068=1,062 calories. 

The combustible value of the gas from 1 kilogramme C 
(inasmuch as 1 kilogramme 0 furnishes 1*86 cubic metre CO) 
is 1*H6 x 8,068 = 5,608 calorics. In manufacture of the gas, 

1 kilogramme 0 with a combustible value of 8,080 calories 
will be employed, hence the ofliciency of the producer amounts 
i 560,800 ' , 

8,(Ml 

The gases had at their origin {vide heat balance-sheet, p. 45) 
a heat content of 2,700 calories, of which 818 calories (heat 
content of the C) originated in the producer, which again 
must he given off. There have boon, therefore, 2,887 calories 
or 29*6 per cent, of the combustible value of the C converted 
into heat content of the gas produced. On production of the 
steam air-gas previously considered, there is, on the other 
hand, a combustible gas which contains per cubic metre 0*361 
cubic metro (!() and 0*047 1L The combustible value of this 
gas per cubic metre is thus 

0*80I x 8,008-1,105 calorios 
0*0 17 X 2,020 : 128 _ 

1,228 calorios 

Unit in to nay, 100 calorios or 15 por cent, higher than the 
pure air-gas. 

Tho combustible value of the gas from 1 kilogramme C 

thus, is , . 

l'KO cubic, metro OO x:M>(>:{—5,093 calories 
0-21 cubic metro II X 2,020— 0 29 „ 

Total 6,822 calories. 

There is thus derived from pure 0 an efficiency of 
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The efficiency of the producer has thereby been increased 
almost 8 per cent, above that due to the production of pure 
air-gas. The fact is easily explained, in that just as the 
reaction temperature is lower, and the heat content of the gas 
is lower, the amount of heat which remains owing to its 
transmutation into latent heat is the greater. 

This kind of calculation of the efficiency of the producer is 
not quite correct, and really on the ground that other source* 
of heat are introduced into the producer than the combustible 
value and heat content of the 0. These amounts are furnished 
by the steam which gets decomposed. In respect of these 
values, one obtains the following heat balance-sheet: 

Heat tfoiioralod in the Pn>tinner. Itm-hml !>> ihe <i;e, 4l Men** m *4 » h % m 

CitlorieM. 1 4 ,;^? , } 

1 kilogramme 0 boat content Shi ,VM <nthm metres gim Imat 
1 kilogramme 0 combustible content at 1,150 1,150 * 

value (total) . . . 8,080 «V 11 x 0*3575 . , , 'yoTs 

0*193 kilogramme steamX (Wmlmstibio value of g»* ] a,ace 

CoO calorics . . . 125 In the w»ter~va|»uur uf thr 

products of cumhtiHfmn 
there will remain Ial«*nf 
0'193 xCOOwhirh hehmgfH 
tBo combustible \idae , 1 u; 

Error of calculation . . 2 



Of these 8,518 calories, 818 calories are furnished b\ and 
returned to the producer, so that only 8/205 calories remain 
These can be allocated as 

Combustible value 682/200 _ 

H 205 '=77 per cent 

Heat content (sensible heat)=28 per cent 

(/) Tn ® Production ov IWuobr Oah with Unm 
IIviHtOOKN CoNTKNT. 

The favourable results which are able to ho products! by 
means of the introduction of small proportions of steam into 
the producer must create a desire to produce gases of higher 
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combustible) value, ami, if possible, to ensure a better utilisa¬ 
tion of the fuel. At Urn first glance it appears as if this were to 
bo attained by means of an increased decomposition of steam, 
as by such means the hydrogen content of the gas would be 
correspondingly increased. Simultaneously, also the nitrogen 
content must be lowered and a gas be obtained which would 
be lower in non-combustible substances. Hydrogen has 
hitherto boon regarded as a very valuable heating gas, since, 
as will be remembered by everyone, until recently it has been 
practicable to obtain the highest temperatures only by means 
of the oxy-hydrogen jot; and further, one always remembers 
that hydrogen possesses the enormous combustible value of 
81,500 calories per kilogramme. In connection with this 
figure, it should be borne in mind that hydrogen is very light, 
and therefore 1 kilogramme H occupies a very large volume. 
If one calculates the combustible value on the volume con¬ 
tent, its halo diminishes, and it turns out to be 2,629 calories 
per cubic metre, and is considerably inferior to carbon 
monoxide (8,060 calories per cubic metre), and even more 
importantly inferior to tlm hydrocarbons (Oili 8,600 and C 2 H 4 
14,186 calories per cubic metro). 

WVll and good, the gas before considered proves that a 
high hydrogen content admits of superiorities and advantages, 
and it is worth while to investigate when these attain their 
limit. 

One thing is already clear, namely, that the production of 
hydrogen from water-vapour involves absorption of heat from 
the zone in which reaction occurs and lowering of the reaction 
temperature. This temperature of reaction must, however, 
have a minimum amount if tlm process is to be free from 
defects. If it is desired to decompose more water than 
calculated above, there must be more heat available in the 
producer. 

This can be provided for in two ways:— 

1. By allowing more relative production of OO 2 to CO. 

2 . By introducing additional boat into the producer by 
means such as superheating the steam or preheating the air 
supplied thereto. 

From the aspects presented by the first-named method, one 
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can at once see one’s way superficially from consideration of 
the two classes of so-called water-gases dealt with on pp. 29 
and 30. 

The combustible value of these gases amounts per cubic 
metre of gas to 


Water-gas I. 

Water-gas II. 

Calories. 

0*5 cubic metre CO x 3,063= 1,531 

0*5 cubic metre H x 2,620= 1,310 

Combustible value per cubic 
metre .... 2,841 

Calories. 

0*33 cubic metre C0 2 x 0 = 0 

0*67 cubic metre H x 2,620= 1,755 
Combustible value per cubic 
| metre.1,755 

For the total gas from 1 kilogramme C, however, 

Calories. 

1 -86 cubic metre CO x 3,063 = 5,693 
1*86 cubic metre H x 2,620= 4,86S 
3*72 cubic metres. 

Combustile value of gas 
from 1 kilogramme C .10,561 

Calories. 

1*86 cubic metre C0. 2 .. . O 

3*72 cubic metres H . . 9,736 

5*58 cubic metres. 

Combustible value of gas 
from 1 kilogramme C . 9,736 


These numbers prove that the combustible value of the gas 
with formation of pure CO is decidedly superior to that of the 
gas, overburdened with formation of pure CO 2 . The fuel is 
present in the first gas in a concentrated form, since it pro¬ 
duces from 1 kilogramme C only 3*72 cubic metres gas, against 
5*58 cubic metres in the second case. 

As to the efficiency of the producer, one cannot of course 
form a judgment, since one obtains from 1 kilogramme C 
with a combustible value of 8,080 calories gas with a com¬ 
bustible value of 10,561, or alternatively 9,736 calories. 
Thus there has been more heat at disposal in the producer, 
than the carbon itself could evolve, but this excess-heat cannot 
be estimated in the absence of data as to the sensible heat 
possessed by the gases. 

From the foregoing, it can be maintained that these sensible 
heats must be different—at least the temperature of CO 2 - 
containing gas must be lower than that of the gas with 
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formation of CO, because CO 2 can only be produced in 
considerable quantities at reaction temperatures under 1,000°. 

One can most simply solve the question if one calculates 
the theoretical composition of the steam-air gas, which would 
result if carbon were wholly converted into the form of CO 2 . 
That this is not practically attainable need not further deter 
one, as the result will only serve to point out the influence 
of the formation of CO 2 in complete purity. It is also not 
practicable to manufacture gas with formation of pure CO. 
However, the values obtained represent the extremest limits 
between which the results must lie, which arise from the 
simultaneous formation of CO 2 and CO. 

From Table A (Naumann and Ernst) the maximum formation 
of CO 2 with air occurs at about 700° C., and let it be assumed 
that at this temperature steam is decomposed into H and 
0, and that the 0 set free combines with carbon, forming 
C0 2 . According to the method of continual approximation, 
it will be found that 6'66 cubic metres of gas will be furnished 
from 1 kilogramme C, and that thus the quantity of heat that 
tho requisite C brings into the l'eaetion zone amounts to 
28 calories according to the assumption as to the production 
of 1 cubic metre gas. 

Tho amount of heat which this gas must take up at the 
momont of its origin will be given by the expression 

Q—ct, wherein t=700°. 

For Ci tho specific heat of the so-called “fixed” gases 
00, II, N, 0 can no longer be taken, as CO 2 is present in 
larger measure. By the method of approximation one ascer¬ 
tains that about 28 per cent. C0 2 would be present, and 
thereby one obtains 0’3983 for the mean specific heat of 
tho gas at 700°. 

Thus 

Q=0 - 3983X 700=279 calories per cubic metre gas. 

Representing then the content of C0 2 in this by x, of H by 
y, and of N by z, whence x+y+z= 1, then, as 1 cubic metre 
gas will be taken into consideration, one can ascertain Q in like 
manner to that given on p. 49, it is, viz., equal to the sensible 









56 THE BASIC OPEN-HEARTH STEEL PROCESS 


heat of the 0 (as above found, i.e ., 28 calories) + the heat 
resulting from the formation of #C0 2 , consequently from 
formula (20), 4,844#; minus the heat which would be 
associated with the production of # cubic metre H, which from 
(21) amounts to — 2,585 y . 

Therefore 

Q=28+4,344#—2,585?/=279 calories. 


It admits of being approached further from the formula for 
steam-air gas, from which 

N=s=3-762 (C0 2 +f-f). 

In this 

C0 2 =#, CO=zero, H=y, 

2=8*762#—1,8812/; 

and from 

x+y+z= 1, 2 = 1 — #— y, 

wherefrom 


1 —x —?/=8*762#—1,881?/, 
0*881?/=4‘762#—1, 

2/z= 5*405#—1*135. 


Placing these values in the equation for Q one obtains 

279=Q=28+4,344#-2,585(5*405#—1*135), 
279=2,962-9,628#, 

whence #=0*279 cubic metre C0 2 

from 2/=5*405#-l*135, y= 0*373 „ H 

from 2=1— x—y 2=0^348_ „ N 

1*000 cubic metre gas. 


The combustible value of this gas calculates out thus:— 

0*373 cubic metre Hx 2,620=977 calories. 

It results herefrom that the combustible value of the gas is 
extraordinarily low, even being inferior to the combustible 
value of pure air-gas. Thus on this ground steam-air gas 
with C0 2 formation appears as of minor value. 

Nevertheless, possibly the utilisation of the fuel could be 
achieved better, and in order to investigate this, the amounts 
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of gas which can bo obtained from 1 kilogramme must be 
determined. 


The ga,s contained per cubic metre, 0*279 cubic metre C0 2 , 
which corresponds to it 0 content of 0*279X0*538=0*15 kilo¬ 
gramme {ride Tables); and from 1 kilogramme C, therefore, 

^=()*(»(» cubic metros gits will be obtained. The combustible 

value of the gas from 1 kilogramme 0 is thus 6*66 X 977 = 6,507 
calories. The efficiency of the producer would therefore be 


roughly reckoned 


at 


<>50, 1 700 
8,080 


=80*5 per cent., and therefore 


actually higher than with pure air-gas production, and even 
somewhat better than with production of C0 2 free producer 
gas. Herein, however, the amount of heat which has been 
introduced into the producer owing to the steam has not been 
taken into account. 

In order to be able to do this, the amount of steam must be 
fixed which I kilogramme 0 will decompose. From 1 kilo¬ 
gramme 0 is produced (>*8(> cubic metres gas containing 37*3 
per emit. II, or 2*48 cubic metres II, which must be pro¬ 
duced from 2*18 cubic, metres steam. This, however, weighs 
2* 18 X0*805 L 2 kilogrammes. 

Herefrom one derives the 


IIkat Balanok-Siikht For Steam-Air Has (with Formation oe 

PlJKK W> a ). 


lutfielllClMi into PtuilUriT. 

Taken from the Producer at Moment of 
Origin of (JaM. 

Oalurien. 

Senniblo limit of (1. . , IHA 

('umbuhtihlt* value . . 8,080 

lutmtlumi with «team 2 x 050 14100 

Calories. 

< Jornbunliblo value of gas . 0,507 
Sensible boat of gas 279 x 0*60 1,858 
In outlet gas 2x000 . . 1,200 

Total . . . 9,505 

Total . . • 9,565 


From thin thorn are, as Hot froo by the producer and returned 
thereto, to bo deducted 185 calories, thus leaving 9,880 calories, 

and the oilicumcy becomes * = C9 ‘ 4 P er cent ‘ For com ' 

par iso n the results found are set out together in Table D. 
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Table D. 


From 1 kilogramme pure C there will be obtained 



Theoretical pure 
Air-gas. 

Theoretical 
Steam-air Gas 
with pure CO. 

Theoretical 
Steam-air Gas 
with pure COo. 

Quantity of ga» obtained . 

5-36 cubic 

5*14 cubic 

6*66 cubic 

metres 

metres 

metres 

Steam decomposed by 1 kilo- 

— 

0-193 kilo- 

2*0 kilo- 

gramme C. 


gramme 

grammes 

Temperature of origin of 
gas. 

Combustible value of gas 

Above 1,400° 

C. 

1-150° C. 

700° C. 

per cubic metre. 

1,063 calories 

1,228 calories 

977 calories 

Sensible heat of gas . 

2.700 „ 

2,078 „ 

1,858 ,, 

Combustible value of gas . 

Latent heat in the steam of 
products of combustion 
after combustion and con¬ 
densation of the steam 

o,093 ,, 

6,322 „ 

1 

6,50 i ,, 

! 

appearing 

Efficiency of the producer 
taken on the total heat 


! 116 „ 

1,266 „ 

introduced 

*70 *4 per cent. 

77 per cent. 

69*4 per cent- 


The statement shows that by means of steam-air gas pro¬ 
duction, the gas volume which one can produce from a known 
quantity of fuel is able, on the contrary to air-gas production, 
to be well diminished, and the gaseous fuel thus be able to be 
made with more concentrated heat energy. Simultaneously the 
temperature of production will be reduced, and therefore it 
follows also the amount of sensible heat which the gas carries 
away from the producer, and thus the efficiency be increased. 
One easily perceives, however, also the limit up to which it is 
possible, since, in the production of steam-air gas, the steam 
addition will become so much increased, that formation of CO 2 
must result; thus the gas volume increases, and moreover 
there appears (at least according to the kind of calculation, 
employed) a new considerable source of loss thereby, in that 
water results from the combustion of H, which appears in the 
form of steam, and therefore carries with itself 600 calories 
per kilogramme in latent form. Hence the degree of efficiency 
of the producer will be reduced, finally, in the theoretical 
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limit ,h of punt C() a formation, to sink under the value which 
is obtained in punt air-gas production. The combustible value 
of 1,1m puis per unit of volume will, owing to the presence of 
00,, bo considerably diminished, and hereby it results that it 
in abortin' to (Irirc the addition of steam beyond the limit of the 
cessation of the minimum reaction temperature necessary for 
the formation of pure CO. 

This conclusion has boon on all sides confirmed by experience 
in practice., ami thus, amongst others, Lehrmann (“ Stahl und 
Kisen,” 1003, p. *135) maintains “that the introduction of H 2 0 
vapour into the producer, can only be advantageous if one, 
nevertheless, is in a position to produce C0 2 free gas.” 
Further, it has been demonstrated by practical experiments, 
as also follows from researches of Harries (p. 36), that by the 
introduction of largo amounts of steam into the producer 
largo quantities pass through the producer undecomposed. 
Hut thereby the quantity of heat which was expended on its 
production is lost, the steam is more highly heated in the pro¬ 
ducer, and carries off this heat, and imparts it finally to the 
properties of the producer gas, which is prejudicial to working 
of the furnace, ami will be discussed later. 


(</) Steam- Am Oah PnomumoN with Preheated Am Supply. 

The second way of producing a stoam-air gas with high 
hydrogen content, consists in the employment of superheated 
steam, or preheated air supply, and aims, owing to the sensible 
heat of the gasifying medium introduced, at compensating for 
the heat losses, which must result from increased decomposi¬ 
tion of water. The steam and air should be just so much 
preheated, that in spite of the increased addition of steam, 
the reaction temperature is maintained at 1,150°, and thus 
also tlie conditions for pure CO formation are maintained. 

One easily perceives that by means of superheating the 
steam which (as is apparent from Table E, given onp. 60) may 
only he achieved in practice in small measure, only a quite 
small calorific figure can ho obtained, which may be summed 
up by the formula (<I), p. 48: 

y=G8 + l,288^-2,585 y, 
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since in the above calculation the steam has ulrcrnh hmm 
loaded with an amount of energy of 650 calorics per kilo¬ 
gramme. Preheating the air will at all times furnmh 
considerably higher values, and it is therefore, for establishing 
the values in the following table, only taken into aeemmt, 
whilst the steam is taken as before with 650 calories per 
kilogramme. Also the amounts of air are taken by approxima¬ 
tion, and the writer believes himself to bo allowed this liberty, 
since the calculations (themselves) o\vi»g to the unsafely of 
the values for the specific heat, can make no claim to accuracy, 
and only comparative values be obtained. 


Table E.— Composition of the Steam- Am (i vs, w un u m \em: 
to be produced by means of Preheated Am, 10 u n»»\ 
Temperature 1,150° formation of Perk CO. 



('uluhtfd iEl** Vuiur 


1 rtiliir U.»* Rum 
limOv ; 1 hib* 

Khn, Vfctmitit E. 

EhJoj t»m, (}>• i 


I ,22H j (;,,TJU 
1,‘2'Ih i 

1/270 I (UOl 
i,;so. r )' t;,,v.iu 
1 . 1 M 0 0,700 
i,:i 7 ;i o,H- 2 t 
1 ,'U)H (i/.l I 1 


<>••.!( 
0-/.7 
O'20 

o-:k» 

(i-.'f.S 

o-12 

01 ? 


o lu:i 

O'/l 

n '/a 

if/,7 

<Kii 

o :il 

o*;im 


The calculation has boon only carried out up to preheating 
of the air to 500°, as the employment of more highly heated 
air supply for gas producers can scarcely come praetinillv 
into the question. The figures show thatone is aide lo ..Main 
about 5 per cent, more II in tho gas, and derive about, Odd 
calories more per kilogramme 0. 

In case the preheating wore performed by means of the 
waste heat of the producer itself, it would mean that a higher 
efficiency resulted. As the added steam amounts to o ;iH 
i ogrammes per kilogramme C, there has been brought into 
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the producer 0*38 X 650=247 calories, plus combustible value 
of C, i.e., 8,080 calories, or a total of 8,327 calories, from 
which gas with a combustible value of 6,941 calories 


originates. 


The efficiency therefore will be ^^— "=83 

0,0 M i 


per cent., as against 77 per cent, by the employment of 
cold air. 

But the improvement in quality of the gas, as tlie com¬ 
bustible value has been increased from 1,228 to 1,408 calories 
per cubic metre, is not inconsiderable. 



CHATTEli VIIT 


INFLUENCE OF INCOMI’LKTHNIWS OF TItK ItKU'TIONS 

It is theoretically impossible to obtain formation of pure 
CO or C0 2 from the inilucneo of 0 or water-vapour on an 
excess of carbon, since it always results in the production 
of both gases. By the observance of the correct and most 
favourable reaction conditions, one is enabled, however, to 
reduce the CO 2 content to a certain minimum, and thus, for 
example, Naumann and Ernst (vide E. Fischer, p. 201) obtained 
by passing CO 2 over coko heated in a porcelain tube to 1,000 
a gas mixture which contained 2T per cent. CO a and 97*9 per 
cent. CO. 

Harries (vide p. 80) obtained by the passage of steam over 
incandescent coke at a temperature of 1,120 0. 

1*24 per cent. CQ 2 +98-76 per emit. CO. 

One can thereupon assumo that it is possible to produce a gas 
in which in 100 parts of CO and 00a there exist 2 parts 
CO 2 and 98 parts CO, and can further make use of these 
figures as a means of remodolling the calculated theoretical 
composition of the steam-air gas manufactured from cold air, 
as they represent the limit which should be striven after 
in practice, having in viow that it is actually able to he 
achieved. 

The composition of tho theoretical steam-air gas was 
SOT per cent. CO+4-7 per cent. H-pfi9-2 per cent. N, 

of which SOT per cent. C-eontaining gas, whereof 2 per cent, 
is able to he CO 2 and 98 per cent. CO. 

There must thus he 0'722 per cent. C0 a and SOT--0*722 per 
cent. CO, or in round figures 0 - 8 cubic metre CO a and HAS 
cubic metres CO, present in 100 cubic metres of gas, in con- 
junction with 4-7 cubic metres II and x cubic metres N. 

As the gas is steam-air gas, tho N content must correspond 
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to the formula N=3'762 (c0 2 +^ —^), and thus 

N=3'762 (o-8-f -' 3 ~ 4 ‘ 7 )=60‘5. 

Herefrom one derives the composition of technically pro 
duced steam-air gas as 

CO a . .0*8 cubic metre or 0*8 per cent. C0 2 

CO ... 35-3 „ „ 34*8 „ CO 

H 4*7 „ „ 4*6 ,, H 

N 60*5 ,, ,, 59*8 ,, N 

101*3 cubic metres. 100 per cent. 

with a combustible value of 1,186 calories per cubic metre 
with a gas volume of 5*28 cubic metres per kilogramme C, and 
a combustible value of the gas from 1 kilogramme C of, 
roundly, 6,200 calories. The composition for 1 kilogramme O 
calculates out at 

C0 2 . . 0*04 cubic metre ( 1*86 cubic metre C-containing 

CO . 1*82 „ j gas 

H . . 0*24 

N . . 3*13 _ 

5*23 cubic metres gas . • ♦ (22). 

Owing to the inconsiderable CO 2 formation, there will occur 
an increase of the reaction temperature, which will admit of 
slightly increased formation of H. This circumstance is 
negligible owing to its small utility. 



CHAPTER IX 


THE DISTILLATION GAS 

Up to the present, the gaseous products which adm.it of 
manufacture from pure carbon in the producer have been 
dealt with. However, in Nature, absolutely pure carbon is 
not at disposal for the purposes of producers, but fuels 
contain generally not inconsiderable amounts of bituminous 
ingredients, which, on heating in the producer, escape in the 
form of gas, and mingle with the steam-air gas. The solid 
fuel, however, is purified by means of this “ degasification 
process ” ( i.e ., coking), and is able finally, in conjunction with 
the ingredients of the ash, to reach the gasification zone in 
the form of pure carbon. If one desires to form from the 
gas analysis an idea of the degree of completeness of the 
production of the steam-air gas in practice, this can only 
happen if one knows the composition and amount of the 
products of distillation of the fuel employed at the time. 
Herein, however, lies the most difficult point in the investiga¬ 
tion of heating gas, since there are innumerable kinds of fuel, 
the actual composition of which, as a basis for each case, it is 
difficult to ascertain, because this composition is not constant, 
coals from the same stratum showing considerable differences. 
But if the overcoming of this difficulty were achieved it 
would not help much, since the composition of the products 
of distillation depends essentially on the temperature of the 
degasification, and on the rapidity with which this takes 
place. One is able therefore to obtain from one and the same 
fuel considerably divergent products of distillation. Experi¬ 
ments have not failed to establish a connection between the 
composition of the distillates and the composition of the fuel, 
though they all, on the ground mentioned, remain somewhat 
futile. There is nevertheless another way to be found, which 
furnishes at least an approximate solution of the question. 
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If one considers the raw fuel, then its products of gasifi¬ 
cation, and lastly the products of complete combustion, one 
finds I hat the materials to be treated in this series always 
become of simpler kinds, and finally are narrowed down to 
the. three simple substances, CCL, ILO, and N. 

From the products of complete combustion of the fuel, one 
can already draw some conclusions of importance. 

The products of combustion of pure 0 with pure dry air 
are ('<b and N, and so one obtains from 1 kilogramme by 
direel combustion of the 0 according to formula (5) 

1*86 cubic metro 00*2+7*00 cubic metres N, 

whilst the production of air-gas from (10) 

1 *86 cubic metre 00+8*50 cubic metres II, is furnished. 

If the gas be completely burnt with air, one would obtain, 
since according to (18) 1*86 cubic metre 00 requires 

l’HbxOm 0*88 0, a yield of 1*86 cubic metre OOa- The 
()•<);{ cubic metre 0 brought, however, with it 8*5 cubic metres 
N ; tie* products of combustion are therefore 1*86 cubic metre 
OO. t \ 7-00 cubic metres N that is to say, they are the same as 
that due to direct combustion of pure 0. If the pure 0 is 
gasified by the moans of water-vapour, then the gas shows a 
content, of hydrogen. For example : - 


I 11 ) ji | n r.it »* ilS * it l *il * 

!f •>!" I nix -f-illUnr < 


(’!>, 
ro 
11 
N 


I'm d Strum air Oam 
I‘‘«u muJa c!*.!). 

0*0 1 cubic, met re ! 
1 *S*J ,, * 

0*21 ,, | 

;h:i 


Wtilrr-HJiH I. 

(1*. ‘!f>. 


1 *S(> cubic metro 
1*S(> 


VVatrr-Ka.s II. 

a>. m 

l - SB cubic motro 
8*72 cubic metres 


Should tli(‘Ho gHHoH 1>» completely burnt by air, the air 
r<!({iiiromont and composition of the products of combustion 
arc easily ascertained from observation of the formulae (18), 
(1*2), and (I). 
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Best St earn-Air Gas. 

Water-Gas I. 

Water-Gas II. 

Cubic metre. Cubic metre. 

(IS) 0 required for 1*82 CO X 0*5—0 91 0 . 

(12) „ „ „ 0-24 H x0*5=0'12 0 . 

Total 0 required 1-0)0 . 

This 0 carries with it N (1) . . 3*87 1ST . 

Cubic metre. 

0-93 0 
0-93 0 

Cubic metre. 

1 -8(> O 

1*88 0 

7 00 N 

1-86 O 
7-00 N 

Products of Combustion produced from 



Cubic Cubic 
metre, metre. 

C0 2 0-04 ) , .oo pn 

CO (18) 1-82 j 1 bb LU ‘ 2 . 

N 3-13+3-87= l 7-00 N. 

H 0-24=0-24 HjO vapour .... 

1-86 C0 3 

7-00 N 
1-86 ILO 
vapour 

1*86 CO* 

7-00 N 

3*72 TL/) 
vapour. 


The products of combustion are in all cases 1*86 cubic 
metre C0 2 + 7*00 cubic metres N, plus changing amounts of 
water-vapour, and those, by the way, exactly as much as were 
used in the production of the gases. By the ordinary 
methods of gas analysis, the water condenses, and there will 
only be found 1*86 cubic metre C0 2 + 7*00 cubic metres N 
If, therefore, on combustion, products of combustion appear 
in which the ratio of C0 2 to N corresponds to 1*86 cubic 
metre to 7*00 cubic metres, one arrives at the conclusion that 
it has been produced from pure C. 

In case it be known that not solid carbon, but a gaseous fuel 
has, on combustion with air, resulted in these products of 
combustion, so the composition of the same shows that pure 
C has served in the production of the gas, which has been 
gasified by means of pure air or water, or both. But know¬ 
ledge will be required whether, and, in that event, how much, 
water took part in the gasification; thus, further, either the 
water-vapour content of products of combustion should be 
estimated, or the hydrogen content of the gas itself should be 
tested. From these estimates the toIc which devolved upon 
the water-vapour in the gasification is clearly shown. 

Conversely it appears possible that a different composition 
of the products of combustion indicates that the original fuel 
w'as not pure carbon, but that it contained impurities. If one 
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should to sonio ox tout succeed in estimating these quantita¬ 
tively, it does not appear hopeless to succeed in estimating, 
from the- composition of the gas itself, some explanation as 
to the occurrences which yield other substances in addition 
to (J. 

If in addition to 0 the fuel also contained so-called free II, 
and incidentally assumed a quantity corresponding to 0*5 
cubic metro II per kilogramme (1, it is clear that more 0, and 
Urns more air, is necessary for the combustion of an amount 
of fuel containing 1 kilogramme G. There will be required— 

For 1 kilogramme < 1 1 *«S(i cubic metro () f 7*00 cubic, metros NT 

„ ewi ,, II ()•!>:> „ < > f o-<)I „ N 

(>r a tut til of . . ti-11 „ ()(-7-<,M „ N 

end in the products of combustion of 1 kilogramme 0 there 
will be found 1 *86 cubit* metre (!()»> and 7*9*1 cubic metres N. 

The ratio of (Th to N has now become altered ; the amount 
of nitrogen has increased. It has increased by 6*762 times 
the amount of oxygen which was necessary for the combustion 
of the free hydrogen. Thus the ratio of OOa to N is a 
criterion fen* the event of the presence of so-called free 
hydrogen in the fuel, and if the products of combustion are 
produced from a gaseous fuel, a proof therefore that free If 
at ho ha* been present in the combustible pas and in an amount 
which can he estimated from the ratio of 0(>2 to N in the 
products of complete combustion. 

It must hence he shown from this that the content of free 
II found by this method is throughout not identical with the 
content of free II, which will bo found from an analysis of the 
gas into its elements, but almost newer identical with It. 
Nevertheless, the estimation of the same by the method given 
from the products of complete combustion is able to have 
some'- value for examination of the fuel, since it enables one 
to ascertain by experiment the quantity of hydrogen which 
is enabled to be given off from the fuel actually incombustible 
form. 

Now, however, the hydrogen which constitutes the principal 
basis of the bituminous ingredients does not go off in the 
free state during the degasification process, but a large 

F 2 
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portion of the same forms compounds, ami t he,>e with ( , Iii 
producer gas, one finds, in addition to 11, grtmtulU t i i i ami 
more highly carbonised hydrocarbons. llm latter, h»>vw\er 
only appear in (pule small (plantities, and an* genet alU 
regarded as (hilt. 

In OHi then 1 , arc for 12 kilogrammes (', 1 kiinmumme* li 
which, together, finis furnish 16 kilogramme , < 11j. E» tub* 
grammes CHI* occupies, how ever, under normal et mdit am a 
1 ctd)ic metre (d 1 1 (hen weighs O' < l < * s kd-»* i.nutm i a 

volume of n r 7 il<e~~^ 2 *d ctddc metres, whil t I !al"" , ',iijmit I! 

0*71 i o 

occupies I Id) cubic metre % w Inch \ ield I ha! t In i • i 

able to lie produced from 

0+2 cubic me! res 11 •• 1 cubic met re 011t . . . i‘k»u 

In oilier words, one is able to regard l euhie no in * IE a 
resulting from 0 and 2 cubic metres Ih 

In 0 a I 1 1 per 2 l kilogrammes 0 ! here a re I InbeoMhimt f I 
which give 28 kilogrammes (h! i28 kilogmmin* ('ll 
occupy under normal conditions 
28 


I *2502 


— 22*6 cubic metre.--. 


d kilogrammes II on tin- eontrarv , ls flu; rubs* mm i* 

‘ tlllhpil 


thus there results from 


0+2 cubic and res IE~l euhie metre (OH , * „ . mtfe 

Thus eacli volume of (’II { or (hiI, cmnv,pMud * in g \nhnii* 
of free liydrogen, and one cant easily e a tmafe tin omd amount 
of liydrogen, taken as in the free stall, it otti muhipln * In 
the amounts of (511j and (hil { present and add ilt.-m m i) M 
content of free II, 

If, for example, a, gas contains 

C 2 H 4 8*1 cubic metres | OH* 26*7 nd»ie m» j ( ,.„ i 
11 all euhie met tvs, 

this will correspond to an amount of Indromu f t iL» n m flu 
free state of 
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0*2 n 
47*4 II 
r><>-() n 


. 100*0 euOie melivs Free hvdr< 


thus one 1 ms a, means oi drawing up a comparison between 
lll< ‘ iotal amount of a, ^as ;ill( j tj ] ln f 1Vr liydro^cm. 
in Table P use lias been made of this means. 

l^aa.i-. I'. laaturcun by I Msti blatiox from ( 'dal (Venn. 

PiseiiKii). 
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In the last column the volumes of free hydrogen are not out, 
which would result from the decomposition of the gases in 
question into their constituents. 

As already mentioned, the composition of the distillation 
gases according to the species of fuel employed, as also the 
conditions by which the dry distillation is governed, can bo 
very different. The composition of the distillation gases as 
they take place in the producer has moreover as yet never 
been ascertained, and will perhaps never admit of being 
ascertained. Explanation of the question can only at the 
present time be obtained by means of observation of the gases 
which are produced under other, but similar circumstances, 
and as such, gases from coke ovens, are at disposal. A series 
of such is taken from the work of .Ferdinand Fischer, in which 
H a B has been left out, and the remainder calculated in per¬ 
centages. 

All the foregoing gases are produced from mineral coal, and 
therefore the conclusions which are able to bo drawn from the 
composition are only good for gases from producers which 
have been worked with similar fuels. This is, however, for 
the overwhelming majority the case; for review of the gases, 
which will be won from peat or wood, and in certain events 
lignite, the distillation gases must naturally ho based on these 
substances. 

The table shows the following important peculiarities of 
distillation gases :— 

That, of the volume, the overwhelming ingredient of 
the gases is hydrogen, either in its free form or 
combined with carbon. 

(2) That hydrogen carries off in the gas not inconsiderable 

quantities of carbon from the solid find. 

(3) In the gases there are minute quantities of N. 

(4) Similarly small amounts of oxygen combined with 

carbon go over into the gases. This points also to 
the so-called chemically-combined water taking an 
active part in the actions during gasification. 

The composition of the gases fluctuates within wide limits, 
and it is apparent from the researches of Wright quoted that 
one and the same fuel is able to give off gases of quite different 
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composition, as, for instance, in the first example tin* Oil* 
content of 42*7 per cent, gradually goes clown to 30*7 pen* cent., 
and in the second even from 58*2 pen* cent, to 22*f> pen* emit. 
There are, that is to say, ^ases at the commencement of dry 
distillation richer in (J, whilst at the conclusion of the same 
more free hydrogen is present. Such phenomena will, how¬ 
ever, he manifested likewise in producer working, since, the 
smallest producers are similarly worked ; and were a large 
amount of fuel at a time charged info the producer, gases 
must similarly result, which are very rich in hydrocarbons, 
whilst later more free hydrogen would be give in rises to, and 
then finally periods make their appearance when only little 
distillation gas can Iks given off. 

Distillation gases may, therefore, be expected in practical 
producer working, which arcs similar to flics most richly and 
most poorly carbonaceous of theses in theses tables. 

As, however, flics giving off of distillation gases proceeds 
more rapidly and thoroughly in producers than in cuke ovens, 
in which a small proportion of 11 is always retained in the* 
cokes, one may thus properly expect in the distillation gases of 
producer working, a poorer average in carbon than in coke 
oven gases. In flics selection of gases from tins above table*, 
which might ho regarded as a, basis value for flics distillation 
gases occurring in producer working, if is readily apparent 
that not the 0-richosf gas, hut flics mean of all analyses 
should ho taken as flics (’/-richest gas; whilst as flics lowest 
basis values, flics (bpooresf gas in the fable /.r,. No. 7, Solway 
(Kngland)- may well Iks taken. The composition of the 
respective gases will then be as under: * 

('-pourext (*ux t l 

C, H n u> 3*1 per cent,.; CIl h 23*7 per cent.; H, 5(1*0 per cent.; 

(JO, 8*8 pur cent. ; 0().j, 3*0 pm* cent.; N, nil; 
total, 01*0 per cent. 

('-richvxl (lax. 

0 w ir„, 4*5 per cent.; Vll u 34*0 per cent. ; II, 47*0 per cent. ; 

00, 8*3 per coni.; 0(k>, 1*8 per cent,; N, 3*5 per cent.; 
total, 00*0 p<*r cent. ; 

1 Thin composition in given in the original. 
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and all distillation gases practically obtained must lie between 
the values, which are bounded by the above two analyses. 

Let us now determine some characteristic properties of both 
these gases. 

The combustible value is seen to be an important property", 
and this is:— 


C-poorest Gas. 

C-ricllost Gas. 

Cubic metre. 


Calories. 

Cubic metre. 

( 'iilorit‘«. 

3-1 . 

C m H n 

X 14,185= 43,973 

4-5 . 

x 14,185= 03,832 

23-7 . 

ch 4 

X 8,600=203,820 

34*0 . ClI., 

X 8,600--292,400 

56*0 . 

H 

X 2,620 = 146,720 

47*6 . 11 

X 2,020=12 1,712 

8*S . 

CO 

X 3,063= 26,954 

8*3 . CO 

X 3,063= 25,4 23 

0*0 . 

0 


0*2 . O 


3-0 . 

COa 


1*8 . C0. 2 


0*0 . 

N 


3*5 . N 


94*6 gas. 

421,467 

99*9 gas. 

500,307 


A further characteristic is the carbon content of the gas. In 
the ascertainment of this, one must bear in mind that from 
p. 68 16 kilogrammes CH 4 , which contains 12 kilogrammes 
C, occupies a volume of 22*8 cubic metres at 716 millimetres. 
28 kilogrammes C 2 H 4 , which contains 24 kilogrammes C, 
occupies a volume of 22*8 cubic metres at 716 millimetres. 
Thus there is obtained from 1 kilogramme C 

22*8 

-=-= 1*86 cubic metre CIT 4 , as is the case with CO and OIL, 
12 


or 

~0*93 cubic metre C 2 H 4 . 

24 

Thus 

1 cubic metre CH 4 contains 0*538 kilogramme C. 

1 cubic metre C 2 B 4 contains 1*176 kilogrammes G . . . (25). 

By use of the formulae (17) and (25), one can easily 
estimate the carbon content of the gas in 94*6 and 99*9 cubic 
metres. 
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C-poorest, Cas. 

C-richest Gas. 

8T (\,JI „ X 0*2 cubic, metre 0 
23*7 (TT, x 1-28*7 ,, 0 

S-S('() xl-= «■« ,, (J 

o*o ro x l— 8*o ,, 0 

Total 41*7 cubic metre (J 

X 0*588 

22*48 kg. O 

4-5 C nl H„ x2= 9-0 cubic metre C 
34-0 CH„ xl =34-0 „ C 

8-3 CO X1= 8-3 „ C 

1-8 CO xl= 1-8 „ C 

Total 53*1 cubic metre (J 
X 0*538 

28-07 kg. 0 

Further, the gases contain hydrocarbons, and of the carbon- 
containing gases if one changed the C m H» into CH 4 1 the result 
would be :— 

(!-]><)<(rest Gas. 

C-richest Gas. 

( iHx- : - : 0*2 cubic metre 
<TI. t 28*7 X 1 - 23*7 ,, 

Marsh gas 22*9 cubic metre 

0„jr„ 4-5x2= 9-0 cubic metre 
Oil,, 34-0x1 = 34-0 „ 

Marsh gas 43*0 cubic metre. 

j 


In order now to bo able to bmip these values, and some 
oil uts (to bo ascertained later) into simple relation to the H, 
one can conceive both the gases considered in the given 


IISSOLOTION OK TIIK (jtASES INTO TILEIR ELEMENTS. 



C-poorest. Gas eon.sistH of: 


C-ricliest Gas consists of: 


(’uhic. 

Cubic Cubic 

Cubic 

Cubic 

Cuhic Cuhie Cubic 


metre, G. 

metre <>. metre II. 

metre N. 

met,re (J. 

metre O. metre. H. metre N. 


a 3* 1 X 2 

0*2 

— 

O,,,!!,, 4-5x2 

— 9*0 — 

•'ll, 

23-7x2 

*17*4 

—- 

UII 4 34*0X2 

— - 08*0 — 

n 

50*0 X 1 

50*0 

— 

It 47-fiX 1 

47*0 — 

t h 

3*0X1 

8*0 

— 

(JO y 1*8X1 

1*8 — — 

nf 

8*8 X 0-5 

4*4 — 

— 

CO 8*3X0' 

5 4*15 — — 

0 


—- 

— 

O 0-2 

()-2 — 

N 


-— 

— 

N 3-5 

— — 3*5 

Total 04-0 

74 + 100*0 

+ 0 

I Total 99-9 

6-15+124-6+3-5+0 


1 


1 This apparently entiiely arbitrary operation lias the object only of making 
the comparison between the IT taken in the free state and hydrocarbons simpler 
and thereby to avoid the amount of the latter being made out too low, viz., one 
almost never finds (’ m II, t iu the analysis ol: producer gas. Should this.never¬ 
theless by way of exception occur, then one must further proceed as is given in 
the. remarks on p. 85. 
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amounts of volumes as being resolved into their constituents. 
For the hydrogen it has been already shown, and for the O 
one adopts the same methods as brought into use in the 
expressions (2) and (6). 

The composition oi the gases now appears in much simpler' 
form and consists as follows :— 


0 poorest Gas. 

C-rieliest Gas. 

94*6 cubic metres gas from 7*4 cubic 
metres 0 + nil N + 109*6 cubic 
metres H, and C. 

9*99 cubic metres gas from 6*15 
cubic metres ()+3 , i3 cubic metres 
N+124 cubic metres 11, and O. 

These would have :— 

Combustible value 421,467 calories 
Carbon. . . 22*43 kg. 

Marsh gas . . 29*9 cbm. 

50(5,637 calories 

28*57 kilogrammes 

43 cubic metres 


Per 1 cubic metre H in the distillation gas (taken in the 
free state) combustible value would be :— 


=3,850 calories 


421,467 
109*6 = 

Carbon:— 

== 0‘20 kilogramme 

Marsh gas:— 

22*9 

j^£= 0*27 cubic metre CH 4 


506,367 

121*6 


=4,060 calorics 


28*57 

124*6 


=0*23 kilogrammo 


43*0 

mnr 


-O'*35 cubic metro OIL 


And, lastly, if one takes into consideration O, N, CO 2 and CO. 


7*4 

0 = 77777 =0*07 cubic metre O 
109*6 

N=m7 

C0 2 0*03 cubic metre C0 2 
CO 0*07 „ CO 


6*15 _ . 

^ cubic metre O 

03 ,, N 

0*015 „ 00 2 

0*07 „ (X) 


In the analysis selected for the G-poorest gas, unfortu¬ 
nately, the N content is not given. Nevertheless, in practically 
all classes of coal N is contained, and goes over into the gan. 
As the amount is not considerable, let the mean amount of N 
be taken as good for the C-poorest gas, and therefore N be 
taken=0‘03 cubic metre H/: 

All the figures given in formulae No. 2G in the Appendix are 


1 The hydrogen, owing its origin to the distillation gases, is distinguished by a 
suffix, thus, Hd. 
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drawn up with this alteration. Before, however, use', can be 
made of the'. valut‘s found, duo should investigate whether the 
hydrogen of both these gases admits of completely accurate 
determination hy the previously-given method of combustion 
also. 

With this object, one must know the quantifies of oxygen 
which are required for the combustion of 1 cubic metre (fdlt 
and 1 cubic metre (HI t, and equally one must know what 
products of combustion result. 

From (hi 1 1 +() 0 ^ fc J.('(b+ 2 i h.»() and the equivalent molecular 
and atomic weights, as well as flu', weights of 1 cubic metre of 
the gas, if follows Unit 22*2 cubic metres (hi I j-f-fdWJ cubic 
metres 0 ( I'd cubic, metres (!()..»+ I H> cubit*, metros I b>() 

vapour, or 1 cubic metre (hll r f -2 cubic metres 0 2 cubic 

metros (!(h +2 cubic metres Ih >0 va,pour results. Bor 011 1 out* 
ascertains in the sumo way, 1 cubic metre 011 ( j -2 cubic metres 
()r=z t cubic nuit.ro OO.j+iS cubic metres Ih» 0 vapour , . . ( 27 )- 

Brom these and formula] ( 12 ) and ( 18 ), the products of 


combustion are 

calculated as 

follow 

s; * 



e.nnuri'tfl, Uhh 


i i 

Cl ).I 

< Michi-it Uu?i 

o 

< u 

(cuhi<' 



ri'i|uin‘tl 

jilt iiluct'il. 

((Ml 1 HI 

»n*t e*). 

tvi |U 11 ril, J») 

I.luiv.l 


a *h 1 > 

a 

o*d, 

V 2 (>• 2 

<h,H» 

4*d < 0 

l.1*d, >: 2 

O’O 


2.TW 

2 

17*1, 

>, 1 20*7 

HI* 

.11*0- 2 

0s*0, • 1 

an o 

11 


o*d 

28*0, 


n 

17*0 0*d 

2.1*8, 


n> 

s*s - 

0*d 

4*1, 

»; 1 8*8 

ro 

s*a . o*d 

4*1 d. * 1 

s*;; 

<'< h 

d*o 



.1*0 

( i n 

1*8 


ns 

N 





N " 

a*d 




() required HO* 1 

11*7 

O POt 

pared 

. 100* Id CO, 

aa*i 


Loss free <) . 0*20 


Thin O in burdened with NT 0.72*2. 


The products of 
(5oin bunt ion 
thornforo con¬ 
tain . . < 1 U 4 1*7 | NT 0.72*2 

From fabler, 41*7 
OOy should 
only bo bur¬ 
dened with 
loti'H K. . 

Thus N oxoOBH ^ 178*4 


Nett < > required 100*2d 

Thin <) is burdened with N 111 *0 
To which add that in ^um .1*o 

<Irons N 114*d 

The products of 
c'om bust io u 
therefore con* 

tain . . (’Oa d.Tl | N 4H*d 

From table, dd* 1 
t'Uy should 
only he bur- 

denod with . 100*8 Nf 

21 1*7 


Thus N excess. j 
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C-poon\st Gas 
(cubic metre). 
This corresponds 
to47*4 0, which 
from formula 
(12) could bui n 
Actual H (if 
freed) con¬ 
tained in this 
gas _ = 

Deficit in amount 
arrived at 
14-8 = 


0 CO-2 
required. produced. 

2x47-4 = 94*8 II 

109-6 

5*6 per cent. (26) 


O-ricllest Gas O C( )-j 

(cubic metre). required, produced. 

This corresponds 
to 57*10, which 
from formula 

(12) could burn 2x57*1 — 114*2 H 
Acutual H (if 
freed) con¬ 
tained in this 

gas = 124*6 

Deficit in amount 
arrived at 

10*4 = 9*1 per cent. (26) 


These respective amounts should be added to the amounts 
of H (b respectively found by means of combustion, in order to 
obtain approximately correct values. 

These latter inaccuracies might strongly discredit the 
method, were not the causes thereof so openly obvious. One 
sees at once that in addition to H and C, 0 and N also go over 
in the distillation gas, and that is the foundation of the 
trouble in the result. 

If one takes into account, viz., that in C-poorest gas 
7*4 cubic metres 0 are obtained from the fuel, which could 
burn 7*4x2=14*8 cubic metres H, the deficiency of 14*8 
cubic metres H which was found by combustion, is cleaved 
np. But the data always depend on so many arbitrary 
assumptions, that for quantitative calculations, they cannot 
come into great demand. 

But in consequence of the advantageous circumstance that 
the amounts of 0 and N (especially that of 0) in the gases 
from mineral coals, are quite small in ratio to the amounts of 
H (assumed as in the free state) these data, in default of 
better, are nevertheless able to render good service for quanti¬ 
tative purposes. Possibly in the future it will be possible to 
ascertain accurate values for specified fuels, and thus data 
which approximate more nearly; until then one must be 
satisfied with this. 
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I'Rlim'CKR <iAS 

Pkoih’cmu gas is constituted, as already frequently remarked, 
of a, mixture of steam-air gas and distillation gas, Now, as 
the', distillation past's a,re of very different eomposit ion, and 
also (am he devehqied in different periods of working in very 
varying amounts, if appears really usd ass to want to find out 
a mean eomposit ion of produrer gas. Hut, of course, thereby 
there is attained what relative ratio the. distillation gas mainly 
lias to the steam-air gas, since if relatively only very lift In 
distillation gas, as opposed to steam-air gas, is formed, so the 
intluenee of the distillation gas would come very little into 
play. Further, if would admit of one conceiving it possible to 
enable one to (ind out. a. construction of producer which will fulfil 
the, task of producing a, gas of the greatest possible uniformity 
of composition, and one in which devices ensure that fuel is 
brought continuously and in small, always uniform, amounts 
info the producer, as, for example, already fakes pla.ee in the 
Morgan producer. For this rase, flam, tho theoretieally best 
uniform gas qualify can well he discussed, and this a,Iso ascer¬ 
tained fora specified fuel. In most cases, a special class of 
fuel, usually designated gas coal, is employed in producers 
for open-hearth furnaces. They always contain a large 
amount (27 to li(> pea- cent.) of volatile const if uenfs, and yield 
a gas rich in hydrocarbons and tarry vapours, which, on 
combustion, main* the (lame luminous. 'Fins is regarded as 
advantageous by many practical men (whether rightly remains 
undeci(Ld) in that such luminous flame may develop con¬ 
siderably more heating power than the pun* carbonic acid 
flame. 

Such like coal is employed in the manufacture of illumi¬ 
nating gas, and here the amount of distillation gas which can 

be obtained from a staled quantity of coal has boon ascertained, 
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Therefrom there is obtained from 100 kilogrammes gas coal 
from 24 to 41 cubic metres, and on an average 28 cubic 
metres lighting gas. As on the grounds before quoted more 
gas must be developed in the producer, it may be taken that 
one obtains 30 cubic metres gas; 1 kilogramme yields, 
therefore, 0*3 cubic metre gas, and as the coal contains 
approximately 75 per cent. C, there results 0*4 cubic metre 
distillation gas from 1 kilogramme C of the coal. The mean 
composition of this is already given on p. 69, and on p. 73 
it was found that 28*57 kilogrammes C. are contained in 100 
cubic metres gas. Thus one obtains in 0*4 cubic metre gas, 
which is yielded from 1 kilogramme C in the gas coal, 
0 4x0*2857—0*115 kilogramme C, he., about 0*12 kilogramme 
C, or in other words, 12 per cent, of the carbon contained in 
the fuel is carried off in the form of gas, and consequently 
0*88 kilogramme C, or 88 per cent, of the 0, remain over for 
gasification into steam-air gas. 

On this assumption, and the composition of distillation gas 
assumed on p. 69, as well as that of the best steam-air gas 
(in this case taken as being produced from cold air, vide 
formula 22, p. 63), one can easily calculate the composition 
of the best producer gas in good gas coal per kilogramme G 
at:— 


0*12 kilogramme 0.) 
yields cubic metre j 
distillation gas. > 
0*88 kilogramme C. \ 
yields cubic metre > 
steam-air gas. ) 
1 kilogramme 0. ) 
yields cubic metre j 
producer gas. ) 


C0 2 0*01+CO ()-04+C w H n 0*02+CH 4 0*14+11 
0 *20+N 0*01=0-42 cubic metre. 

C0 2 0*04-1-00 1-59+O to H„ nil+ OII 4 nil+K 
0-21+N 2*75=4*75 cubic metre. 

00 2 0-05+CO 1*63+0+0+ 0*02 + OH 4 0*14+11 
0*41+N 2*76=5*01 cubic metre gas. 


The combustible value of this gas is 7,554 calories. 

Since the combustible value of steam-air gas from pure C 
only amounts to 6,200 calories, the combustible value taken 
on 1 kilogramme C is thus increased by the content of bitumen 
in the raw fuel, by 1,350 calories, or more than 20 per 
cent. 

The volumetric composition of the producer gas is thus 
C0 2 1*0 per cent.-+CO 32*5 per cent. + C m H n 0*4 per cent.+ 
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CH 4 2-8 per eent.+H 8'2 per cent.+N 55-1 per cent., and 
the combustible value of 1 cubic metre of this gas is 1,507 
calories. 

As is apparent, distillation gas, viz., 0*42 cubic metre, only 
forms about 8 per cent, of the quantum of gas, and the 
quantity of steam-air gas amounts to about ten or eleven 
times that of the distillation gas. Producer gas, therefore, 
consists in the main of steam-air gas, and this points, there¬ 
fore, to devoting quite special attention to its production. 
There is, therefore, no compulsory ground for production of 
bad steam-air gas, since all conditions for properly carrying 
out the process of its production are clear, and no serious 
difficulties are in the way of their exact observance. Also, it 
is on the steam-air gas portion of the gas alone on which the 
exercise of thought is capable of favourable influence, since 
the amounts and compositions of the distillation gases are 
fixed in the fuel by Nature, and therefore cannot be improved. 
We are, however, in a position by sudden introduction of a 
large quantity of coal into the producer, when it is quite hot, 
momentarily to produce a large quantity of distillation gas, 
and thereby an improvement in the quality of the gas, as is 
frequently wished for by practical people; but it can only be 
of short duration, and naturally have as a consequence the 
production of a producer gas poor in distillation gas for a 
longer period. But besides, it involves as a consequence of 
retrogression and periodical improvement of the quality of 
the gas no economical use of the fuel throughout, since under 
the attack of high heat, the highly carbonaceous bituminous 
substances, by setting free C, decompose into lighter hydro¬ 
carbons, and liberated C appears in the form of dust or soot, 
which is carried away from the producer, and can no longer 
be brought into use. They deposit themselves for the most 
part in the conduits, obstructing them, and finally interrupting 
the working. 

Further, as shown in what follows,- faults in the production 
of the steam-air gas unfavourably influence the composition 
of the distillation gas, and finally are able partly, or 
completely, to annul the advantages which it is possible to 
obtain from the employment of bituminous (often costly) fuels* 
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JUDGMENT OF THE WORKING of THE i*Kol‘l « I K I‘U* * M THE 
ANALYSIS OF THE G \s 

In producer management, as in all <»ther technical chemical 
management, control analyses ol t la* product . a it carried out, 
and one might bo of the opinion that it i> perehmiee eas\, hy 
comparison of tho same with the above ascertained eomposuion 
of a faultless producer gas, to find out possible faults in gases, 
produced in practice, wherein mir would recognise the imum-s 
themselves, and he placed in tin* position fn provide for their 
removal. In reality, however, the tiling is ini so simple, as 
follows from Table (1 ip. HI), in which arc drawn up mortem 
analyses of producer gases, taken from recent literature and 
the author’s own notes. The table shows a varied assortuniif, 
which also will not reveal much to a well practised eve. \ Iso 
the ascertained combustible value per emit, h\ volume of the 
composition only indicates that tin* gas is relat iveh good nr 
bad, but gives no more detailed information as to tin- cause, 

Tor the performance of chaser investigut tons, it should he 
remembered first to ascertain tin* qnantiu of gas which con¬ 
tains a total of 1 kilogramme (\ and with this to operate 
further. One then, hy copiously performed calculations, obtains 
directly comparable figures, and avoids errors through mistakes 
in figures which otherwise readily creep in. 

From the gas volume ascertained for l kilogramme ( \ one 
obtains already a halting point tu the evaminat ion, it tin* gas 
is properly manufactured, since the tpmnfify of gas will 
approximate to 5 cubic metres pm* 1 kilogramme (’. Hut one 
can (hy reference to the statements mi gases, in the sect ton on 
u Distillation (las,” which are made from mineral couli still 
further approximately estimate the amount of Indrogeti which 
originates from the distillation gases; front l hn « uu* is enabled 
to determine the limit value for the amoimts uf carbon which, 
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in the form of distillation gas, have genus UV( ‘ r ‘ n( ’° Em gas, 
and thus, finally, also the quantity of carbon which appertained 
to the gasification into steam-air gas. Erom all these deter¬ 
minations one can obtain the combustible value, which the 
gas must intrinsically possess from the fuel employed. 

An example may serve the. purpose of elucidating the train 
of thought. Example: (las No. 2 in Table (! evolved in a 
producer of the most modern construction had the com¬ 
position 

C0„, 2'4 per cent.; CO, 29‘4 per cent.; ('lli, At; per cent.; 

H, 12 - 8 per cent.; 0, 0‘20 per cent.; N, fil*l pur cent,..-- 
100 per cent. 


(a) Gas Volume non 1 kiloohammk C. 
In the gaa carbonaceous gases are as under 


CO* 

2*4 

c<> 

29*4 

CII 4 

3*(> 


Total carbona- --— (If (' l m 11 n wore present, it. should bo doubled 

ceous gas: 35*4 in thin (n’t/f Konnuht 25). 

X 0*538 cubic metro (ride Table). 

= 19*0*1 kilogrammes (*, 

These give 100 cubic metres gas; therefore from 1 kilo¬ 
gramme 0 one obtains ^^^==5’!2r) cubic metres gas. The 

gas, therefore, appears to have boon very well manufactured. 

The composition of the amounts of gas which would ho 
obtained from 1 kilogramme C is ascertained by multiplying 

5*25 

the results of the gas analysis by * ^ ; thus - 

CO2, 0*18 cubic motre+CO, 1*54 cubic metre+OHoCHO cubic 
metre+H, 0*67 cubic motre+O, 0*01 cubic metre + N, 
2*71 cubic metros=5*25 cubic metros. 1 

Now the amount of hydrogen derived from the distillation 
gases is to bo estimated, for which the combustion method 

1 If the calculation in correctly net out, the Hunt of the (’-euutummg giwei 
must give 1*86 cubic metre : 

(0*13 CO r f 1*64, 00 + 009, 
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described in the chapter on “Distillation Gas” can be 
utilised. 

O required. Cubic Cubic 

Gas. Cubic metre: metre COo. metre N. 

0*1.‘3 cubic metre C 0. 2 — forming 0*13 — 

1*54 n X 0*5=0*77 „ 1*54 

0-19 „ CH 4 x 2 =0*38 „ 0*19 — 

0*67 „ 11 x 0*5=0*335 

O required 1*485 
0*01 ,, O deduct 0*01 


O required 1*475 which involves 5*55 

2.71 „ N.2*7J 


Products of combustion 1*86 
But 1*80 cubic metre carries with it only 

+ 

8*20 

7*00 

Surplus 

N 

1*20 


This corresponds to H335 cubic metre 0, or 

2 x 0‘335=0'G70 cubic metre Hd from distillation gas. 
One can arrive at the same result in another simpler and 
clearer manner by means of resolving the gas into its 
elements, which method has also been employed in the 
chapter on “ Distillation Gas,” and then considering these 
elements. 

Cubic, Cubic Cubic 

There exists in metre O. metre H. metre 1ST. 

OO.j 0*13 cubic metre X 1 0*13 —• — 


00 

1*54 

X *05 

0*77 

— 

— 

(111, 

0*19 

X 2 

— 

0*38 

— 

11 

0*07 

XI 

— 

0*07 

— 

() 

0*01 

XI 

0*01 

— 

— 

N 

2*71 

XI 

— 

— 

2*71 


5*20 cubic 

metre gas 





consisting 

go! . . 

0*91 

+1*05 + 

2*71+1 kilogramme C. 


If now only 2*71 cubic 


metros N alone origi¬ 
nates from the air, it 
corresponds to . . 0*72 

Hence there is a surplus of 0*19 

If this proceeds from the 
decomposition of steam, 
there must have been 
originated 2x0*19. . = 0*38 _ 

Leaving .... 0*67 Hd 

which could only have originated from the distillation gas. 

It is the same figure which was obtained by the combustion 

method. 

g 2 
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The method last employed is in principle the same as the 
combustion method; merely, here, the products of incomplete 
combustion of the fuel have been considered direct. One 
obtains, however, simultaneously, approximately a value for 
the H originating from decomposition of steam, and can in 
the foregoing case come to the conclusion that the steam-air 
gas production has been very well conducted, as the hydrogen 
content is found to be approximately right. The latter should 
contain 0*21 cubic metre H according to the composition of 
the theoretical producer gas, whilst 0*88 cubic metre was 
found here. However, one cannot always regard the figure 
thus obtained as correct, as will be shown later. 

As to the properties of the distillation gas, the figure 
0*67 cubic metre Hd must be corrected, since N as well as O 
does not entirely originate from air and water, but small 
amounts thereof are furnished by the fuel. But these amounts 
are unknown, and therefore their further calculation can only 
be approximately undertaken, and this only by two ways—by 
utilisation of the values for the C-poorest and C-richest 
distillation gas which are taken as limiting values. The 
greater or lesser agreement of the same will then furnish a 
measure whether the mean value merits confidence, and if it 
is worth while to follow the calculation further. 

Thus, first, there is the value of H d to be corrected. 


The correction amounts to:— 

For the C-poorest distillation gas 
+15'6 per cent. 

Hd corr.=1*156 X 0*67=0-77 cubic 
metre H& 


For the C-richest distillation gas 
+9 per cent. 

Hd corr. = 1*09 X 0*67=0*73 cubic 
metre Hd. 


Therewith will be gasified, as distillation gas from (26), 

0=0*20x0*77 cubic metre Hd = I 0*23 X0*73=0*168 kilogramme O, 
0*154 kilogramme C | 

and there will belong to the gasification into steam-air gas, 
1—0*154=0*846 kilogramme C I 0*832 kilogramme C. 

The combustible value of the gas would be 


Calories. 

Distillation gas 0*77 Hx 
3,850 . . . .= 2,964 

Steam-air gas from 0*846 
kilogramme Cx6,200 = 5,245 

Total theoretical combustible 
value. «... 8,209 


Calories. 

Distillation gas 0*73 Hx 
4,060 _....= 2,963 
Steam-air gas from 0*832 
kilogramme 0x6,200 = 5,158 

Total theoretical combustible 
value. . . . , . 8,121 
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These two values differ by 88 calories, or only a litt-lo more 
than 1 per cent. 

In reality the gas possessed a combustible value of 8,IB* 
calories, attaining, thus one might say, almost that theoretically 
necessary, and therefore one may regard it as properly made. 
Nevertheless let the example be still further calculated 
out. 

It is of interest first to ascertain the composition of the 
distillation gas. The content of hydrocarbon is determinable 
as 


C-poorost Gas. 

From 0*77 cubic metre II comm 
0*77x0*27=0*2l cubic metre (-11* 


(J-riclio.st (Jus. 

From 0*73 cubic moire II comes 
0*73 X 0*37 0*23 cubic, metre ( 1 11 4 . 


(Actually, however, only 0*19 cubic moire (31* 1 was present.) 


Now let it be assumed in this case that not more were 
present. The distillation gas is thus at all events more 
similar to the C-poorest than the 0-riehost and therefore it is 
only required to bo found from the former assumption. 

There is in tho distillation gas 11^ . . : ■ 0*77 cubic metro 

Present as Oil* 0*19 corresponding to free 11 • 0*38 ,, 

Thus free II in distillation gas . . 0*39 cubic metre 


Further, from formula (2(5), there must bo present approxi¬ 
mately 

C( h 0*03x0*77 -0*02 cubic metre (’< ) a 
0O 0*07X0*77 0*0f> „ (1C) 

N 0*03x0-77 0*02 „ N 


so that the total distillation gas is OOaO # 03 cubic metre -f (K) 
0*05 cubic metro + Oil* 0*19 cubic metre+1L 03*9 cubic metre 
+ N 0*03 cubic metre. 

If one deducts that gas from the total gas, “ steam-air ” gas 
must remain. 


o< h. 

Total gas . . . 0*13 

Less distillation gas . 0*03 

Balance steam-air gas 0* 10 


(JO. 

<Mh. 

u. 

N. 


0*19 

0*37 

2*07 

()•<),> 

0*19 

0*39 

0*03 

1 *49 

— 

0*28 

2*34 


1 Were actually (1 m H n present also, so for ir(! m H w } //(UI 4 , in the inw 
analysis the following calculation of the content, of hydrocarbons in the gases 
must be taken as 2x+y cubic metres, and the content of free 11 in the 
distillation gas be taken as 0*77-2 (x + y). 
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and this “ steam-air ” gas must, if all assumptions were 
correct, correspond to the formula 

N=3’762 (C0 2 +f-f). 

This furnishes N=3'762 (0\L + ^—'^)=3-762xO-705 

=2*65, which agrees remarkably with 2*64. 

0*846 kilogramme C belonged to gasification into steam- 
air gas, and according to formula (22) there could be obtained 
from this quantity of carbon in steam-air gas 

0*846 kilogramme C X 0*24 cubic metre hydrogen = 0*20 cubic 

metre H; 

and correspondingly 0*20 cubic metre water-vapour have been 
decomposed. 

But in the foregoing case 0*28 cubic metre had been 
employed, and hence the addition of steam to the air supply 
must be accordingly reduced a little. 

Examjtle JJ.—It is a rarity for so good an agreement between 
theory and practice to be met with, and if such be not the 
case, the mode of calculation becomes somewhat more compli¬ 
cated. 

As an example of such a case, gas No. 18 given in Table Gr 
will serve, this gas also having been made in a producer of the 
most modern construction. 

The composition is C0 2 7*0 per cent., CO 18*0 per cent., 
CH 4 1*2 per cent., H 15*0 per cent., 0 0*3 per cent., N 58*5 
per cent. Combustible value per cubic metre, 1,042 
calories. 

In this gas are C0 2 7*0 cubic metres, CO 18 cubic metres, 
CH 4 1*2 cubic metre, total C-gases 26*2 cubic metres, corre¬ 
sponding to 14*09 kilogrammes C ; or 1 kilogramme C furnished 
7*09 cubic metres gas. 

From this it follows that the gas volume was much too 
great; the fuel is therefore present in diluted form. 

The composition of the amount of gas which results from 
1 kilogramme C and its resolution into its elements gives 
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() cubic II cubic N cubic 
metre. metre. metre. 

0-0709 x 7*000*2=0-50 cubic motro GO.a containing 0*50 
0*0709 X18-0 00 =1*28 „ CO „ 0*(>4 

0*0709 X 1*2 01*14=0-08 „ OII d „ — 0*10 .- 

1 *80 cubic metre C-con taming gas 
0-0709x15-0 .11 =1-00 ,, II gas . , — 3*00 

0-0709 X 0*8 0 0*02 „ 0 „ , . 0*02 — 

0-0709X58-5 1ST =4*15 „ N ,, . , - - — *1*15 


7*09 cubic metre gas 1*1 (> 1*22 4*15 

4-15 cubic metre N from air is accompanied by . 1*105 

Difference : surplus O ...... 0*055 

JC derived from JI a O corresponds to . . . 0*055X2 0*11 II 

In consequence there remains 1*11 II ( * 


which originates from the distillation gas. 

It appears from this as if the steam addition to the air 
for gasification, 0*11 cubic metre, had been much too 
small. 

This conclusion, however, could have been come to earlier, 
and it will also lator turn out to be erroneous. 

The gas exhibits a very high content of II,*, and therefore a 
very high combustible value would he expected, instead of 
which it shows the opposite. Further, it exhibits a much too 
high N content, which points to a large surplus of air. From 
this it could ho inferred that the depth of the bed of fuel had 
been too small, but this, however, is carefully avoided in 
modern gas producer construction. Thus there are a quantity 
of contradictions to be cleared up, and to reconcile these, 
involves the trouble of a lengthy check calculation. 

First, there should be ascertained the theoretical combustible 
value, which would have resulted from the fuel employed. 

■— I (ivc.st. illation <!»«. I (’-rirhoHl l>i«tHinti<m Cun. 


(Correction for 11,/ 1 *15(> X 1 *11 1 *28 cbm. Hj 1 *09 X 1'11 1*21 cbm. 11 

0-eontont in din- D28 II,/X0*2 0*250 kg. 0 1*21x0*28 0*278 kg. (! 
Dilution gas. 

lien co0 in steam- l- 0*25(>. 0-744 kg. <’ 1- 0*2780-722 kg. (I 

air gas. 
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Theoretical Combus¬ 
tible Value. 

C-poorest Distillation Gas. 

C-richest Distillation Gas. 


Cals. 

Cals. 

Distillation gas . 

1-23 H d X 3,850=4,928 

1-21 13^x4,060=4,912 

Steam-air gas 
Total combustible j 

0-744 kg. 0 X 6,200 =4,613 

0-728 kg. 0 x 6,200=4,476 

value 

9,541 

9,388 


Difference 158 calories = 1*5 per cent, on both limit values. 
In reality, the gas had a combustible value of 7*09 X 1,042 = 
7,890 calories, thus showing about 2,000 calories less. 

Marsh gas should be found in the gas. 

CH 4 1*28H f jX 0*27=0*34 cbm. CH 4 1-21 H d X0’35=0*42 cbm. CH 4 

But there was present 0*08 ,, ,, . 0*08 ,, ,, 

Leaving balance 0*26 cbm. GH 4 O'34 cbm. 0H 4 


Such a large difference cannot possibly be explained alone 
by an anomalous composition of the distillation gas. A single 
assumption remains over, and this is, that the deficient 
amount of CH 4 has been burnt. In regard to this, free oxygen 
has been shown to be present in the gas, and from the com¬ 
bustion of CH 4 also, the high nitrogen would unreservedly 
admit of explanation. Then for combustion of 0'26 cubic 
metre CH 4 , 0‘52 cubic metre 0 would be required, which 
would introduce T96 cubic metre more nitrogen into the gas. 

If the gas had not had its CH 4 selected for combustion, one 
must further add to the composition of the gas the amount of 
the CH 4 burnt, but deduct the products of combustion of the 
same. 


For . . 0*26 cubic metre OIL I 0*34 cubic metre OH 


0 required is O’52 ,, 0 

The products of combustion are 
‘ CO a . . 0*26 . 

N . . 1*96 . 

H 2 0 vapour . 0-52 . 


0*68 

» 

0 

0*34 

>> 

co 2 

2*56 

>> 

N 

0*68 


H 2 0 vapour 


The H 2 0 vapour does not come into consideration for this 
calculation. 

Simultaneously with these products of combustion let the 
air excess of 0 - 02 0 and 008 N be eliminated. 
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fDpoori'sl Distillation Gas. 

C-ricliest Distillation Gas. 

(X> 2 CO CIO II N 

Gas derivable 

from air . 0*50+1*28+0*08+100+4*07 
Correction for 
failuro to bo 

burnt — 0*20 +0*20 —1*90 

CGo CO CIIi II N 

0*50+1 *28+0*08+1 *06+4 *07 

— 0*04 +0*84 — 2*50 

Tho gas 

should have 


boon . . 0*24 + 1*28+0*24 + 1*00+2*11 

0-16+l^S-f<N2-f 1-0G+1-51 


The composition of tho distillation gas would be 





1*28- 

eubiemetr 

eir,* 


1*21 

LeHs2x0II* 2 

X 0*81 

0*08 

„ ,, 


2X0*42 

0*84 


free 11,/ 

O’GO 

cubic mol 

re 

free II 

d 0*41 

COo 

, 0*02X1*28 

0*01 ( 

mbie metro (0).» 

0*01 

5X1*21.: 

-0*02 c 

CO 

0*07 X 1*28 

0*09 


CO 

0*07 

X 1 ‘21 - 

0*08 

N 

0*08X1 *28 

0*01 

a 

N 

0*02 

X l *21 

0*04 


Total guB 

Lobb distillation guB 
Leaving steam-air gas 

N cheek according to 


0<> a CO (Ul t n n 
0*2*1 1*28 (KM l*Of> 2*11 
0*0*1 0*00 0*84 0*60 0*04 

0*20 i*10 - 0*40 2*07 


CO 
N 

c<h co cut ir n 
0*10 1*28 0**12 1*00 1*51 
0*02 0*08 0**12 0*87 0*01 

0*14 1*20 - 0*00 1*47 


N 8*702 X 0*505 


N 

2*12 


(oo+£-») 


3*702 X 0*800 = 1*49 


Investigation of the proportions in which steam-air gas 
production took pluco yields tho following:— 

In the C-poorost gas there is contained in the steam-air 
gas 0*7*14 kilogramme 0, and in the 0-riehest gas in the steam- 
air gas there is 0*722 kilogramme 0. From formula (22) 
there would thus be also in the respective steam-air gas 
contents amounts of 0*744x0*24=0*18 cubic metre II and 
0*722x0*24=0*17 cubic metre II, and 0*744x8*18=2*88 
cubic metres N and 0*722x8*18=2*20 cubic metres N. The 
II and N actually present were 0*40 cubic metre H and 2*07 
cubic metres N, and 0*09 cubic metre H and 1*47 cubic metre 
FI. Thus the respective steam-air gases contained 0*28 cubic 
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metre and 0*52 cubic metre excess of H, and 0*26 and 0*79 
cubic metre respectively too little N. 

It shows that in both cases too much steam and too little 
air were employed in the production of the steam-air gas. 

In consequence, the temperature in the zone of steam-air 
gas production was too low; it had even possibly given rise to 
places in the fire through which air passed undecomposed, 
later to burn with the distillation gas. 


Combustion of the Gas, however, must be regarded as the 
cause of the Marked Increase of Volume of the Gas in the 
overwhelming majority of Bad Producer Gases ; which also 
furnishes the explanation of the considerable diminution of 
the Combustible Value. 

e 

This phenomenon, namely, combustion of a portion of the 
distillation gas, occurs very frequently, not to say always, in 
old producers, which work with feeble steam jet blasts, and 
the explanation here is simple. Thanks to the feeble blast 
pressure employed, only a shallower bed of fuel can be worked, 
whereby the possibility is presented of free oxygen reaching 
the upper surface of the same. But fuel lies here, the degasi¬ 
fication of which is incomplete and is often only commencing, 
even; and its products of degasification then at the moment 
of their origin become greedily destroyed. In this manner, 
the most valuable constituents of the bitumen are lost. 

The last figures in the foregoing calculation show that for 
bad gas qualities the method employed fails for quantitative 
purposes for the steam-air gas production, because in the 
example considered the figures for the H content of the steam- 
air gas fluctuated between 0*46 and 069 cubic metre, thus at 
best bringing the qualitative proof that in the main too much 
steam had entered into employment. 

Under the circumstances, it does not also even allow this to 
be proved. 

Let us assume that yet more air was forced into the gas 
space, and that in the foregoing gas, Example II.: (0*5 cubic 
metre C0 2 , 1*28 cubic metre CO, 0*08 cubic metre ■ CH 4 , 
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1*06 cubic metre II, 4*07 cubic metres N), that all the Gilt 
and, in addition, 0*56 cubic metre II be burnt. 

Por their combustion thus, 

0*08 cubic metre (4U requires 0*10 cubic metro O and yields 0*08 cubic 

mot ro (’( ) u 

0'i)6 ,, II ,, 0*28 ,, () and yitdds 

0*41 cubic* metro O burdened with 1*00 
cubic metro N (hr., 2*00 cubic 
metro air), 

the resultant products of combustion (excluding IIoO) thus 
being (H)8 cubic metre 0(V+I*(>5 cubic metre N, and thereby 
the composition of the gas would become 

cbm. cbm. cbm. cbm. cbm. 

<K> CO-H 1*28 (’Of 0-08 (UI 4 f 1 <)(> II j 4*07 N 

+ 0*08 C(h ■ o os rii 4 o*r>o n | i*<>;> N 

/.r., 0-7)8 (’Oof 1*28 (’< > | <)*/><) II | ,V72 NT 

which at present shall be regarded as Example 111. 

By resolution of this gas into its elements and investigation 
of its manufacture, there results 

n>a 0*r>8 cbm. containing 0*o8 cbm. () | cbm. 11 - f- cbm. N 

CO 1*28 ,, „ 0*04 ,, O 

II 0-,)0 „ ,, • 0\70 . . 

N «V72 „ „ ■ ,, b*72 

8*08 cbm. gas containing 1*22 c.bm. <) | O'nOcbm. II f «V72rbm. N 

5*72 c.bm. N correspond to . I *o2 ,, () 

Thun there is a deficit in the 

gas of .... 0*80 cbm. <) 

and this must correspond to 0*80 X 2 0*00 cbm. II burnt 

which this time is to be added 
to the above 0*f>0 cbm. II. 

There will he, therefore . . . . 1*10 11^ 

That ih to Hay, one obtains precisely the Haims amount which 
wa« found on p. 87. 

By further carrying out tho calculation which hero ih only 
applied to the 0-pooroHl distillation gas, there results the mimo 
correction for H (/ and tho hiuuo distillation gas (00.. ()•()!, CO 
0-()9, 0H.| 0-8-1, 11 ()•(>(), N () () 1) an previously. 

Now, in the gas to bo considered, only 0-50 cubic metro II 
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and no CH 4 is present ; there is thus burnt out of the 
distillation gas 

0*10 cubic metre II, which required 0*05 

cubic metre 0 and yielded . . . nil cbm. 00. 2 -j- 0*19 cbm. N 

and 0*34 cubic metre OIL, which required 

0’6S cubic metre O and yielded . . 0*34 ,, (H h -|-2*5(> ,, N 

Thus originating products of combustion = (KM cbm. (!() fl +2*75 cbm. N 


Were the gas reviewed set right in respect to these burnt 
products and afterwards freed from distillation gas, there 
would result 


Gas reviewed OO a 0*58 +00 L2S+( 4L ()•()() { II 0V>0 \ N 5*72 
Products ) 

burnt J — 0*34 + 0*34+ 0*10 - 2*7T> 

reproduced J___ 

The original ) 

gas would ; CO 2 0*24+00 1*28+010 0*34+11. 0*00 + N 2*07 id)m. 
have been J 
Less distilla¬ 
tion gas 


0*04 0*09 (KM ()•(>() 0*01 


Balance 
steam-air gas. 


OOa 0*20 +00 1-10 


+ N 2-03 cbm. 


that is to say, the steam-air gas shows the same composition 
as in Example II., with the exception of 0*4(> cubic metre If, 
which ndW is deficient, and increased nitrogen content corre¬ 
sponding thereto. There is thus in this case absolutely no II 
evidenced in the steam-air gas, although actually a consider¬ 
able content thereof has been present. In order, however, to 
be in the position to judge whether actually no steam was 
decomposed, one must know the more detailed circumstances 
under which the production of steam-air gas ensued. It can 
be said in general that the hydrogen content of the steam-air 
gas found by this method is to be regarded as very unreliable. 

For explanation of this phenomenon, it suffices to allude 
to the peculiarities both of the production and also of the 
combustion of the steam-air gas. The unit of weight of 
carbon, requires for its gasification into CO a specified amount, 
x, of oxygen, but for its complete combustion the double 
amount, i.e. 2%. Were now the carbon first correctly gasified 
to CO, notwithstanding that a portion of the necessary 
oxygen were taken from steam, so must the amount of air 
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for combustion be correspondingly diminished. As steam 
becomes decomposed, hydrogen must make its appearance 
in the gas, whereby, in consequence of the smaller amount 
of air, also correspondingly less nitrogen will be present 
in the gas. As long as the gas remains unchanged it admits 
of specification of the amounts of its hydrogen and nitrogen 
contents, as well as of the amounts of steam and air which 
will serve for its manufacture. 

As soon, however, as this gas is burnt by means of air (even 
if only partially) the simile disappears. Hydrogen, to say 
the least, burns as easily as carbon monoxide, and forms 
thereby water. The amount of oxygen if requires brings 
a corresponding amount of nitrogen info the gas, and indeed 
there appears exactly the same amount as would have been 
present had as much less steam taken part in the gasification 
as hydrogen which has been burnt. The phenomenon 
has already been made clear for complete combustion (on 
p. CO.) ; for incomplete combustion the same holds good. 
This peculiarity results also from the universal formula (10) 


for steam-air gas, N=8*7(>2 (C() a + 


CO 


according to which 


the nitrogen content rises with reduction of the hydrogen 
content and sinks with increase of the same, whence the 
formula, under all circumstances, must retain its validity. 

One is, therefore, not in fho position to determine on the 
basis of the gas analysis whether the steam-air gas under 
investigation still exhibits its original composition, or wind,her 
it has already undergone partial combustion. Now, one 
could reply that steam must result from the combustion of 
hydrogen, and that one only requires to determine this in 
order to obtain explanation of the original composition of the 
steam-air gas and, therefore, also as to the conditions of its 
generation. On the other hand, however, it is to bo replied 
that steam-air gas can only be faultily manufactured, in so 
far as undocomposod steam can pass through the carbon bed 
and reach the gas, and that this steam differs in no respect 
from steam which has resulted from the combustion of the 
hydrogen of the gas. In reality, however, the circumstances 
are more complicated, since one investigates not the steam-air 
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gas, but the producer gas, which also contains the entire 
moisture of the fuel in the form of steam. 

It is, therefore, impossible to find out a method which 
renders possible the determination of the exact composition 
of the steam-air gas as produced in its actual reaction zone. 
The method previously described, however, furnishes the 
possibility of finding out the amount of hydrogen which 
is derived from the distillation gas, and this method gives 
quite useful results, so long as the amounts of oxygen and 
nitrogen which go over from the fuel into the gas are not too 
large. For fuels which do not fulfil the latter conditions, 
such as wood or peat, it is, unfortunately, of little satisfaction. 

The procedure explained may appear too intricate to the 
practical man, especially as not without pains results are 
established which are based on very unsafe assumptions, and 
are, therefore, uncertain. The foregoing investigations have 
however, shown that the amount of gas which will be 
obtained from 1 kilogramme of carbon is actually dependent 
on the working of the producer, and thereby a convenient 
means is given of correctly and rapidly explaining the gas 
analysis. Since the quantity of gas which contains 1 kilo¬ 
gramme C will be calculated from the gas analysis, so one 
only requires for criticism to add together the percentage 
by volume of the carbon-containing gases, and if the total 
found be substantially less than 35*6 per cent., one can ivith 
safety conclude therefrom that distillation gas has been burnt , and 
that clmnsy jaults have been exhibited . 

Formerly, one used to regard a low carbon dioxide content 
in the gas as evidence of a good producer gas, and in so doing 
was generally right. In modern producers which are blown 
from below (with forced draught) and are worked with rich 
additions of steam to the air for gasification, this criterion is, 
however, not arrived at; and this one perceives, for example, 
in gas No. 17 in the Table G., which only contains 2 per cent. 
CO* On the ground of this low C0 2 content, one might, be 
induced to assume that the producer working had been fault¬ 
less, and in consequence attribute the.low quality of the gas 
solely to the fuel. But actually such a chain of reasoning 
would be erroneous. If one sums up the C-containing gases, 
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namely, 2 pen* cent. GO->» 20M per cent. GO, and 1 per cent. 
GIG, one ol)tains a total of only 82*4 per cent., i.<\, 

considerably less than 05*0 per cent. It must thus have 

resulted from an abnormal course of reactions in the pro¬ 
ducer, which involved the not inconsiderable increase of 
the volume of the gas. If one carries out therefrom the 
detailed calculations in the manner given, one finds that 

the gas per kilogramme G ought to have had a combus¬ 

tible value of about 7,400 calories, whilst it actually reached 
only <G,2G0 calories. Thus about If) per cent, of the com¬ 
bustible value of the fuel had been lost, and indeed, as shown 
by the same calculation, that about ()’Q9 cubic metre Gll 4 or 
GO per cent, of the Gilt present in the distillation gas had 
been burnt. 

In investigation of the working of the producer, it will be 
well to check the temperature of the gas for a specified fuel, 
which is constant in correct working of the process, but which 
must correspondingly be increaseed, if the distillation gas 
is burnt in the producer in large measure- 








CHAPTER XII 


THE TEMPERATURES IN THE PRODUCER 


As in the previous calculations the reaction temperature 
desired is taken at 1150° from the researches of Harries, the 
gas in the reaction zone, therefore, for a moment possesses 
this temperature. In rising, however, it comes into contact 
with fresh fuel, to which it must give up heat, whereby it 
naturally is correspondingly cooled. The available heat 
which this gas receives in the reaction zone has in the main 
to fulfil the following four functions :— 

(1) It must cover the loss of heat resulting from radiation 
and conduction. 

(2) It must raise the fresh fuel to the reaction temperature. 

(3) It must drive off the distillation gas from the fuel. 

(4) It must remove the humidity of the fuel. 

The total amount of heat for the functions 2 to 4, as well 
as the distribution of heat to the individual items, does not 
admit of being laid down in general, since the amount of heat 
utilised therefor naturally is dependent throughout on the 
nature of the fuel employed. 

As a source of heat, only the available heat of the steam-air 
gas is at disposal; thus it is necessary in each case to know 
,. C for distillation gas _ , . . 

the ratl ° C for ste a m-air gas ' For g °° d gas coal has been 
taken on p. 78 that of a total of 1 kilogramme 0 a mean 
of 0*88 kilogramme C is allotable to gasification into steam- 
air gas, from which there results 4*59 cubic metres steam-air 
gas which, at 1,150°, must take up 4*59 X 0*3515 X 1,150=1,855 
calories. 

tt . Calories 

1. Hereof is for item 1, i.e., for covering the loss by radiation and 

conduction arbitrarily taken at 5 per cent.90 

2. The fuel which reaches the reaction zone, i.e. y 0-88 kilogramme 

C, which must be heated up to 1,150°, thus requiring 0*88 X 313 
calories. =275 


Carried forward 
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GilorieN 

Brought forward. . . . . . . . 3(55 

3. Thoro is 0*42 cubic metro distillation pis driven oft, and for the 

requisite amount of heat, for this, thoro are scarcely any 
estimates at disposal. In order to obtain some sort of data,, 
and not to place it too low, lot it be assumed that the distilla¬ 
tion gas requires a little more boat for its formation than 
steam on its formation from wilier, which possesses the 
highest latent heat of vaporisation of all known substances; 
then 0-42 cubic metre distillation gas requires about . . 200 

4. The coal contains 3 per cent, hygroscopic and 12 per cent, of 

chemically combined water, thus together 15 per cent., with 
75 per cent, carbon ; thus there is with 1 kilogramme () 20 per 
cent, of water, and this requires for its evaporation 0*20 X 000 - 120 

Or the total required.085 

bo that of tho 1,855 calories which the available heat of the 
steam-air gas, amounted to 1,855 - (>85=1,170 remain as 
available heat of the escaping gases. 

The quantity of gas amounts now, however, no longer to 
5*01 cubic motres, as was given on p. 78, but it has increased 
itself to the extent of 0*20 kilogramme water-vapour=:0*25 
cubic metre steam. 

For determination of the temperature which this amount 
of gas must possess at an available heat corresponding to 
1,170 calories, the values for the mean specific heats of tho 
gases at 700° are used, from which tho moan specific heats 
of the gases are 

5*01 cubic metro producer gun X 0-3311 - * 1 *0738 
0*25 „ Htoum X 0-05172 0*1203 

5*20 cubic metro ganeH (5 J 1 *8031 


and the temperature of outgoing gas results as /.=^= 1 = 

c l‘80ol 

650°. 

For a specified fuel, tho tomperuturo of tho gas must 
remain constant, so long as the working of tho producer 
remains normal, since then no cause would he present to 
prevent its attaining a permanency. 

On the other hand, variations of tho normal gas tempera¬ 
ture must bring one to tho conclusion that some abnormal 
conditions have occurred. 

Of such variations, one finds most frequently highly 
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increased temperature, and this can easily occur through 
combustion of the distillation gas. This may be due to 
too shallow a bed of fuel, owing to neglectfulness of the 
workmen; or is given rise to permanently in consequence 
of too feeble a blast, which does not permit of the mastery 
of a thick bed of fuel; sometimes, however, also to the, above 
all, undesirable property of some kinds of coal of baking hard. 
With the object of rendering possible the passage of air, 
there must be in such cases frequent “pottering”—that 
is to say, one must industriously prick holes through the 
bed of coal with long potter bars. These holes, however, 
form small passages, through which fresh air can easily 
make its way into the gas space, and its work of destruction 
can do harm to the previously good quality of gas. It 
is as yet not a practically solved question whether it is 
not possible to remove this undesirable property, without 
prejudice to the quality of gas, by means of admixing non- 
caking lean fuel, say, small coke, which in many works 
forms a nearly valueless waste product. The consideration 
that, owing to such admixtures, the quality of the gas would 
be prejudiced may not be justified, since the steam-air gas 
from pure carbon, with its combustible value of l,18(j calories 
per cubic metre, so much exceeds that of many gases, which 
have been faultily produced from bituminous fuels, as shown, 
for example, by the gases 15 to 20 in Table G (on p. 81). 

On the contrary, • one would, by such admixtures, in the 
event of the caking of the main fuel being able to bo reduced, 
be able to considerably economise labour, owing to diminution 
of pottering. 

Thei Volume of the Incandescent Bed in the Producer. 

It is a question whether it is possible, owing to the mutual 
dependence of the temperature of the current of gas and the 
fuel coming in contact with it, to have in the producer a bod 
of incandescent fuel, to servo in some measure as a safety 
device, in order to compensate for the before-mentioned faults 
in the steam-gas production, in that it in some way reduces 
carbonic acid to CO. The question is obviously to be answered 
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in the affirmative, albeit practical experiments hereon have 
not appeared. To be sure, in some modem producer systems, 
sight holes are provided through which the temperature in 
the interior can be checked ; however, it has not been known 
whether they have been used for the object named, and have 
rendered good service. 

In the reaction zone, air-gas or steam-airvgas are produced 
in the neighbourhood of the reaction temperature, and this 
gas will, in the event of its being properly produced—that is 
to say, consisting only of CO, H and N—only come across an 
inert material in the superposed incandescent bed of fuel, 
which neither attacks it nor admits of itself being attacked. 
If this incandescent bed is at the same temperature as the 
reaction zone, so in its passage the hot gas will be able to 
undergo no change of temperature. As soon as, however, 
a fault occurs in the generation of the gas, whereby CO 2 is 
formed, so will this be reduced to CO by the incandescent 
bed whereby it of course must correspondingly undergo 
cooling. Should, nevertheless, the steam content of air supply 
be properly regulated, so by' the formation of CO 2 in the 
reaction zone the reaction temperature is raised, and also the 
gases are passed hotter into the incandescent filter than under 
normal conditions, and the two values, the chilling of the bed 
of coal and the higher temperature of the entering gases, must 
equalise themselves. Under the circumstances described, a for¬ 
mation of CO 2 ib, however, always possible in the hollow spaces 
between the individual pieces of coal in the neighbourhood of the 
air inlet. 

The production of such an incandescent bed is evidently 
possible (since there stands no hindrance in the way in the 
producer) by means of the incandescent coke, which is even¬ 
tually produced from the fuel employed itself, being replenished 
up to a known height, and it must then also be maintained at 
this height by a proper carrying out of the production of 
steam-air gas. If, however, later too much steam is employed, 
so that the reaction temperature sinks and formation of CO 2 
commences, then naturally with the regeneration of the C0 2 
(to CO) the stock of heat in the incandescent bed will be 
continually diminished, and this will finally be rendered 

h 2 
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inoperative. It is then, however, able to be again renewed 
by partially or totally shutting off the steam, and blowing the 
producer hot again by means of dry air. There has been no 
statement hitherto under discussion bearing on the advan¬ 
tageous thickness of the incandescent bed. The sizes of the 
lumps of fuel and their behaviour under, and the extent of 
their caking, has a decided influence. From some old data, 
the thickness of the bed of fuel above the step fire bars, 
3 hould amount to 600 millimetres to 1 metre; still this might 
not suffice for the most perfect possible prevention of CO 2 
making its entry into the steam-air gas with the forced 
working of the-present time. There is, however, opposed 
to increasing the depth of the bed of fuel, the resistance, 
which obstructs the passage of the air for gasifying, and this 
resistance can be easily overcome by means of the employment 
of a more powerful blast. A steam jet blast, however, might 
not be able to be regulated correspondingly to the demands 
of producer working. Recently, Bone and Wheeler have 
published experiments with producers in “ Metallurgies 1908, 
pp. 686 and 687, wherein they give the statement that they 
gave the bed of fuel a thickness of 2T3 metres, but they were 
able to go down to 1*06 metres, after they had reduced the 
steam content of the air supply for gasification. The authors 
give also an ideal means whereby one may voluntarily set up 
and maintain at equal height this steam content. They 
employ air, which is maintained at a constant specified 
temperature, saturated with moisture. The best results 
were obtained if the temperature amounted to 45°, whereby 
the gas contained 36*95 per cent, of carbon-containing gas. 


Steam Content op Producer, Gas. 

Producer gas always in practice contains steam, since the 
entire hygroscopic water, as well as the greater portion of the 
so-called chemically combined water, is carried over as steam 
into the gas. 

As shown, the content of steam from the hygroscopic water 
of the fuel is able to amount in a good gas coal to 0*2 kilo- 


STEAM CONTENT OE PRODUCER OAS 


ioi 


grammes per 1 kilogramme C, or, since from 1 kilogramme C 
5 cubic metres gas is produced, amount to 40 grammes per 
cubic metre. 

Dr. Ing. Cararis(“ StahlundRisen,” 1908,p. 588) has adopted 
the view that the steam content of the gas should not exceed 
80 grammes per cubic metro, and that in the economical 
working of an open-hearth plant a continual steam content 
of over 60 grammes per cubic metre should in general be 
excluded. He found in <ms producers wjih water seals, in 
working slagging and calling Westphalian coals, that it was 
impossible to produce y gas with unddv 50 to 60 grammes 
of steam per cubic mdfre, and he Aidiofton 60 to over 100 
grammes. / Vv f M 

The question of me injurious Immeneo of steam on the 
working of the furnace is as yet lijiNo cleared up, and it will 
be further revertj/l to afterward^, j Nevertheless, the above- 
given speciiicati/n appears Rhm severe, since a gas which 
contains less Lbfin 80 gnunhmfc per cubic metre might only 
admit of hein# i>ix>du(W(lNif\nq cooled down the gas, and 
separated the/stoam by 4 4ma,|iH of condensation. There are 
now, howeve/ manyYm)en-h(N^4h works working with gases, 
which are nMinufatduinHMrom coals with high water contents, 
and even wjth wood and peat, without cooling of the gas and 
condensation of the steam, and working of Rut by no means 
badly. J Xm however, it is at all Limes an undesirable sub¬ 
stance foiNtutoiaco working, and onY should employ all means 
to avoid air^xcessi thereof. Now, however, the air blast 
forms a clearrj^nonieptihht source for an increased steam 
content of the gas, if too much steam be added to the same. 
The steam lowers thus the reaction temperature, and as has 
been established from the numerous researches of Harries, 
and from the measurements of Quasebart ( u Metallurgies 
1908, ]>p. 224 <>t Ht>q<) and Professor Mayor of Aachen (Btahl 
und Bison, 1908, p. 725), and others, it' follows that 50 per 
cent, or more of the amount of steam employed is able to 
pass undecomposed through the producer and go over into 
the gas. Further, this steam can he the indirect cause of the 
Marsh gas being burnt, as is shown in the chapter on 
“ Judgment of Producer Gas from the Analysis/" whereby 
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likewise not inconsiderable amounts of steam are created in 
the gas and its quality further diminished. 

Therefore the most weighty consideration for the working of a 
producer is that only so much steam should he added to the air 
supply as is necessary for the reduction of the temperature to 
1,150°, whereby always the prevention of sintering of ashes 
will be well achieved* If, however, the cessation of this 
condition is carefully looked out for, then is spared also the 
(often too much asked for) check on the steam content of the 
producer gas. 

With regard to the steam content of producer gas, attention 
will be devoted also to the raw fuels. Eor all fuels, which 
contain little combined and hygroscopic water, one will take 
suitable care, in the winning and storage thereof, that the 
taking up of water, which will be brought about by atmo¬ 
spheric influences, remains small. In fuels, however, which 
contain too much water, and in those which must involve 
cooling of the gas and removal of the water by means of 
condensation, as is involved in the employment of wood and 
peat, an excess of water up to a known amount is convenient, 
in that it lowers the temperature of the gas and thereby 
facilitates condensation. In regard to the condensation, it 
is, however, to be'weighed in one’s mind always that gases 
saturated with moisture proceed from the same, and that 
they will only furnish a good degree of working, if the 
chilling is driven to a sufficiently low temperature. 

1 cubic metre gas at 0° and 760 millimetres pressure is able to take up. 


viz., about 
At 0°0. 

. 5 grammes ILO 

At 60° 0. 

. 190 grammes H a O 

„ 10° . 

. 9 

„ 7o° . 

• 850 „ ,, 

„ 20° . 

. 19 

„ 75° . 

. 490 „ 

„ 60° . 

. 36 ,, „ 

80° . 

. 700 „ 

„ 40* . 

. 62 „ 

„ 90° . 

. 1,800 „ 

„ 50° . 

. no 




From which it follows that the chilling in a hot summer must 
at the least be brought down to 40° to 50° in order to permit 
of the desired result. 
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THE CHANGES TN THE COMPOSITION OF THE GAS IN THE 
CONDUITS AND KEGENKUATOIt CIIAMDEUS 

The gases produced in tho producer are able, under the 
circumstances, to enter into reaction with one another, 
thereby frequently causing a change in tho composition of 
the gas. On a change occurring, its being able to be pro¬ 
duced through combustion of Oil*, if and CO, by entry of air 
into the gas space, can bo looked out for; there comes chiefly 
into consideration here, tho already described attack of steam 
on tho methane, and specially on the carbon monoxide, 


Tabu-: II.— Gommunioation from Wittenberukr (Stahl und Eisen, 

Hie;*, p. 117). 


Ons eonipo.sition. Yolmiir pot* rout. 


Gum routuinltiK 1 kilo^mumir O. 


, ( From wmduM.H 
I From chambcrn 

( From cumluilH 
I From chambers 

rt ( From conduits 
/ From chambers 

, j From conduits 
( From chambers 

- ( From conduits 
} ( From cJmmlKM’K 

j From conduits 
j From chamber h 
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possibly also at times the attack of C0 2 on CH 4 . In good gases, 
which contain little C0 2 and H 2 0 vapour, the transformation 
is not able to be considerable. 

An illustration of the changes in the composition of the 
gas observed in practice, which result, so to say, by inter- 
molecular reaction by the aid of the available heat or by 
heating in the regenerator chambers, is set out in Table H. 

If orLe sums up the combustible value of all six gas tests* 
in order to obtain the mean value of the loss of combustible 
value per 1 cubic metre of gas, one obtains 

Calories. 

Combustible value 6 cubic metres gas from conduits . 7,250 

Less combustible value 6 cubic metres gas from con¬ 
duits regenerator chambers. 6,406 

Loss in combustible value in 6 cubic metres gas from 

chambers . . __ S44 

or, roundly, 12 per cent, of the original combustible value. 
But if one sums up the figures which result for the com¬ 
bustible value of the quantities of gas derived from 1 kilo¬ 
gramme C, one thus obtains 

Calories. 

Combustible value of the gas from 1 kilogramme C 

from conduits. 43,303 

Combustible value of the gas from 1 kilogramme C 


from chambers. 40,269 

Loss of combustible value of the gas from 6 kilo¬ 
grammes 0.3,034 


or, roundly, only 7*5 per cent, of the combustible value is lost. 

In explanation of the occurrences which caused these 
changes in the gas composition one may consider the 
relative amounts of the gases from 6 kilogrammes C, which 
one obtains from the addition of the amounts given for 
1 kilogramme C. 

Cubic Cubic Cubic Cubit; Cubic Cubic 

Gas from con- } metre. metre. metre. metre. metre. metre. 

duits from 6 C0 2 1-77+0 0-23+CO 8‘CO+EL 394+CH, 0*75+N 20-57 
kilogramme 0 ) 

Gas from cham -) 

hers from 6 2*64+ 0*23+ 7*98+ 4*56+ 0*ol+ 21*75 

kilogramme 0 )__ 

Thus increases CO 2 0*87 H0‘62 N 1*1 

,, decreases CO 0*62 CII 4 0*24 
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An explanation is scarcely derivable, however, herefrom* 
Eesolving the gas into its elements, one obtains 


Gas from 6 kilogrammes C from conduits had 
,, 6 ,, C ,, chambers ,, 


Cubic Cubic Cubic 
metre. metre. metre. 

6-31 0+5-44 H+20-51 N 
6-86 0+5-58 H+21-75N 


Gas from chambers from 6 kilogrammes 0 bad 

excess 


0-55 0+0-14 H+ 1*24 N 


If the 0*14 cubic metres H originated from the decomposi¬ 
tion of water, there must have‘correspondingly been 0*14 x 
0*5 0 therein. Thus 0*55 cubic metre—0*07 cubic metre = 
0*48 cubic metre 0 originated from another source. This 
circumstance, as well as the increase in the N content of the 
gas admits of one's concluding that air has reached the gas. 
Then, however, is explained the diminution of the combustible 
value of the gas derived from 1 kilogramme C, probably abso¬ 
lutely unconstrained. The air has principally burnt CH 4 and 
H, probably some CO, and secondarily also there has occurred 
inter-reaction between some steam and CO, possibly also CH*. 
Quantitative data as to this are not able to be derived. Also, 
these gases with their content of 80 to 82 per cent, of C-con- 
taining gases belong to those in which a considerable portion 
of the distillation gas has been already burnt in the producer- 


Table I. 



Composition. 

Volume per cent. 

Gas containing 1 kilogramme C. 
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u 

CJ 

u 

<u 

pH 

0 

0 

0 per cent. 

CO per cent. 

H per cent. 
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a 

s ” O) 

'3 

0 
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Value 1 
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metre. 

a 

,0 

0 

8 

a! 

.a 

0 

0 

CO cbm. 

H cbm. 

a 

£2 

0 

w 

0 

Com bus 
tible 
Value. 

( In front of cleaner 

5*6 

_ 

25*4 

14*8 

0*1 

Calories. 

1,183 

0*33 

_ 

1*52 

0*89 

0*01 

7,072 

1 < Behind cleaner 

6-0 

— 

25*0 

15*9 

— 

— 

— ! 

— 

— 

— 

_ 

— 

' Before gas valve , 

7-2 

— 

23*8 

16*5 

— 

1,161 

0*43 

— 

1*43 

0*99 

— 

6,966 

f In front of cleaner 

4-8 

— 

25*9 

14*8 

0*6 

1,332 

0*28 

— 

1*54 

0*88 

0 

0 

rf* 

7,566 

2 ^ Behind cleaner 
. Before gas valve . 

5-9 

— 

24*3 

16*9 

0*1 

— 

— 

— 

— 

— 

— 

— 

6*4 

— 

23*8 

17-6 

— 

1,190 

0*39 

— 

1*47 

1*09 

— 

7,358 

( In front of cleaner 
3 -j Behind cleaner 

4*2 

— 

28*0 

13*8 

0*8 

1,280 

0*24 

— 

1*58 

0-78 

— 

7,226 

4*8 

— 

29*9 

14*9 

0*2 

— 

— 

— 

— 

— 

— 

— 

( Before gas valve . 

5*6 

— 

25*4 

16*2 


1,200 

0*34 


1*52 

0*97 


7,200 
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Ledebur communicates through a contribution to “ Stahl und 
Eisen,” 1908, p. 694, similar analyses as to the changes of 
the gas in the conduits. The gas conduits were provided with 
gas cleansers and water-seals, and the gas temperature between 
the producer and the cleanser amounted to about 860° and 
between the cleanser and gas valve to about 760° C. 

The gases showed compositions as follows :— 

The loss of combustible value amounts here to 


Combustible value: 
Total 1 to 3 
Total 1 to 3 


Before cleaner 3 

Calories. 

Gras from 3 kilogrammes 

Calories. 

cubic metre gas 
Behind cleaner 3 

3,795 

c 

Gas from 3 kilogrammes 

21,864 

cubic metre gas 

3,551 

C . 

21,554 

mstible value 

244 


310 


Thus, taken on original combustible values, 

For 1 cubic metre gas, 7 per cent. 

For gas from 1 kilogramme C, 1*5 per cent. 

In another instance, at a temperature of only about 860° C-, 
the gas composition was 

Per cent. Per cent. Per cent. Per cent. 

A { Before cleanser C0 2 3-8+CO 28*0+IT 12*l+CIi 4 2*1 

[ After cleanser. ,, 3*6+ 28*4-)-,, 11*1+ ,, 2*3 

* ( Before cleanser ,, 3*9+- ,, 26*2+ ,, 12*2+ ,, 2*3 

( After cleanser. ,, 4*0+ „ 26*0+ ,, 12*0+ ,, 2*5 


Here a change of gas composition was scarcely provable. 
Professor Mayer (“ Stahl und Eisen/’ 1908, p. 766) found 
as a mean 

C 0 2 O CO H CH4 CmH» N 

per per per per per per per 

cent. cent. cent. cent. cent. cent. cent. 

Gas in conduits . . . . 6a+0-2+22'7+13-4+2-6+0-3+54-5 

t0 P of regenerator J 6 . 4+0 -2+23-3+16-6+0-8+0-2+52-5 

Combustible value of the gas in conduits per cubic metre=1,435 
calories. 

Combustible value of the gas from regenerator chamber=1,371 calories. 
Calculated per 1 kilogramme C this gives 

Combustible value of the gas per 1 kilogramme O from conduits 8,280 
calories. 

Combustible value of the gas per 1 kilogramme O from chambers 
8,308 calories. 
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Thus the loss of combustible value which is called into being 
by the reciprocal attack of the constituents of the gas on one 
another is not very important, in the cases cited by Ledebur 
and Mayor, in respect of the combustible value per cubic metre, 
and is, however, diminished in respect of the gas resulting from 
the unit of weight. One may thus well assume that in well- 
manufactured producer gasos this loss will be still smaller, 
and, therefore, less important. Therefore one will seek to 
feasibly avoid the presence of greater amounts of H 2 0 vapour 
in the gas, and likewise strive to obtain only a medium content 
of hydrocarbons. This would again further indicate that one 
can improve too strongly caking coals by means of an addition 
of lean fuel, since there is no object in manufacturing gas 
with high hydrocarbon content, if this gas is ultimately 
decomposed in the regenerator chambers before its entry 
into the combustion chamber of the furnace. 
















CHAPTER XIV 


Air requirement for combustion of the gas in thes 

OPEN-HEARTH FURNACE. 

As a result of practice it is shown that the fuel will b 
completely burnt in the open-hearth furnace with 1*8 time 
the theoretical amount of air, since analyses from differer 
works show that with such air ratios no trace of combmstib] 
gas is any more contained in the waste gases. Professor IVtaye 
found, on the other hand (“ Stahl und Eisen,” 1908, p- 725 
that with 1*21 times the amount of air, still not quite complet 
combustion took place, in that the composition of the wast 
gas, viz.:—CO 2 14*2 per cent. + CO 0*1 per cent. + O 3* 
per cent. + N 81*9 per cent., still showed perceptible C< 
content. 

The determination of the quantity of air to introduce int 
the furnace may therefore, however, not be based on th 
theoretical air requirement, which is required for the con: 
bustion of the gas, since, if one increases this amount up t 
1*80 times the quantity of air will in accordance with practic 
turn out too low. The figure 1*3 relates to the total quantity c 
air requisite for the combustion of the raw fuel, of which, how 
ever, a portion has already been employed for gasification, an 
this portion may not be disregarded. 

If one wishes to accurately determine the air requiremeni 
which indeed is of value for theoretical considerations, on 
cannot well proceed from the elementary analysis of th© fue 
but one may suitably select the products of complete combustio 
as a basis, or else, in case the composition of the heating ga 
is determined, obtain all requisite data from this. As a 
example of such a calculation, let the so-called best produce 
gas on p. 78 be selected. 

The quantity of air required for its complete combustio, 
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and tho resultant products of combustion are furnished as 
under 


(Jus 

from I 

kilogramme C. 

O required. 

(K > a 
yielded. 

X. 


Cubic 


Cubic 


Cubic 

Cubic 


metre. 


met re 


mid re. 

met re. 

CO., 

0*05 




0*05 


CO 

1*03 


0*815 


1*03 


c,„ir„ 

0*02 


0 00 


0*04 


on, 

0 14 


0*28 


0*14 


it 

0*4 1 


0*205 


. « 


N 

2*70 




— 

2-7(5 


5*01 

gas 

1 300 





‘ ac< 

/.ompanied by 

5*115 

i 

N 

. . - 

5-Ilf) 


5*01 

requiring 

0*475 

»i r 



yielding as 

products of ) 



1*80 

1 7-K7 r> 

con 

bustion ) 





n.»o 

vapour. 


Cubic, 

metae. 


()-()•! 

0*28 

(Ml 


0*73 


The 7*785 cubic metros N are derived practically entirely 
from tho air. If, however, one wishes to take into account 
the N derived from the fuel, so one is able to deduct 0*01, and 
then one obtains nitrogen derived from air 7*805 cubic metres. 
In 1*8 times the amount of air tho nitrogen must amount 


to 1*3 X 7*8(55 

In tho gun there is already N derived from air 

lienee there must bo introduced from air 
Which carrion with it. 

Thus the practical air requirement for 5-01 cubic 
metro gas from 1 kilogramme O .... 


< 'ubie metre. 

• 10*22 

2*75 

7**17 N 

hm o 


0*40 (air) 


()r the practical air requirement for 1 cubic metro gas - ***** I *80 (dan. 

If one wishes to ascertain values, which also shall be valid 
for the most unfavourable working conditions of the year, ho 
one must take into consideration the humidity of tho air, and 


t 







CHAPTEE XIV 

Air requirement for combustion of the gas in the 

OPEN-HEARTH FURNACE. 

As a result of practice it is shown that the fuel will be 
completely burnt in the open-hearth furnace with 1*8 times 
the theoretical amount of air, since analyses from different 
works show that with such air ratios no trace of combustible 
gas is any more contained in the waste gases. Professor Mayer 
found, on the other hand (“ Stahl und Eisen,” 1908, p. 725), 
that with 1*21 times the amount of air, still not quite complete 
combustion took place, in that the composition of the waste 
gas, viz.:—CO 2 14*2 per cent. + CO 0*1 per cent. + O 8*8 
per cent. + N 81*9 per cent., still showed perceptible CO 
content. 

The determination of the quantity of air to introduce into 
the furnace may therefore, however, not be based on the 
theoretical air requirement, which is required for the com¬ 
bustion of the gas, since, if one increases this amount up to 
1*80 times the quantity of air will in accordance with practice 
turn out too low. The figure 1*8 relates to the total quantity of 
air requisite for the combustion of the raw fuel, of which, how¬ 
ever, a portion has already been employed for gasification, and 
this portion may not be disregarded. 

If one wishes to accurately determine the air requirement, 
which indeed is of value for theoretical considerations, one 
cannot well proceed from the elementary analysis of the fuel, 
but one may suitably select the products of complete combustion 
as a basis, or else, in case the composition of the heating gas 
is determined, obtain all requisite data from this. As an 
example of such a calculation, let the so-called best producer 
gas on p. 78 be selected. 

The quantity of air required for its complete combustion 
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and the resultant products of combustion are furnished as 
under:— 


* 

(bis from 1 kilogramme (J. 

( > required. 

e< h 

yielded. 

X. 

„ —_ 

-- 


- 

(Uibic 

Cubic 

Cubit*. 

Cubic 

llKdilT. 

metre. 

metre. 

met rt*. 

CO, 0*05 . 


0*05 


CO 1*03 . 

0*815 

1*03 


c„ f ir M o*02 . 

0 00 

0*04 

- 

CIl 4 OM . 

0*28 

0*14 


It CHI . 

0*20 5 



N 2*70 . 

- - 

— 

2*70 

5*01 gas 

* accompanied by 

l 300 

5*115 N 


5*115 

5*01 requiring 
yielding as products of ) 

0-175 air 

1*80 

| 7*875 

combustion | 



ii.<o 

vapour. 


Cubic 

mrlirt. 


0-04 
0*28 
0-1 1 


0*73 


The 7*785 cubic metros N are derived practically entirely 
from the air. If, however, one wishes to take into account 
the N derived from the fuel, so one is able to deduct 0*01, and 
then one obtains nitrogen derived from air 7*805 cubic metres. 
In 1*3 times the amount of air the nitrogen must amount 


Cubic met re. 

to 1*3X7*800 . 10*22 
Ill the gas there in already N derived from air . • 2*75 


lienee there must he introduced from air 
Which carrion with it ... . 


7-17 N 

HUM) 


Thus the practical air requirement for f>*01 cubic 
metro gas from 1 kilogramme 0 . . . . i - 0-10 (air) 


Or the practical air requirement for 1 cubic, metre gas » ^ \ *89 cdmi 

♦ 1*01 

If one wishes to ascertain values, which also shall be valid 
for the most unfavourable working conditions of the year, so 
one must take into consideration the humidity of the air, and 
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this is able (from p. 24) to amount up to 0*04 cubic metre 
steam per cubic metre air, taken at 0 Q and 760 millimetres. 
Then the air requirement for 1 cubic metre gas would be 

l*89+l“89x 0*04=1*96 cubic metre air. 

Air Requirement for Bad Gas. 

In the installation of furnaces, it must be taken into con¬ 
sideration that the working of producers is able to be faulty at 
times, and that the furnace should also in these cases fulfil its 
function of giving up great amounts of heat at high temperature. 
In this connection it is requisite also to know the quantity of 
air which must be introduced into the furnace with bad quality 
gas. Only in order first of all to fix the lowest limit value for 
the worst gas, let the exaggerated assumption be made that 
50 per cent, more air has entered the producer than is neces¬ 
sary for gasification, whereby this excess of air has partially 
burnt the gases formed. Further, let it be assumed that also 
an excess of steam has been present, so that, as indeed has 
often been practically observed, 50 per cent, of the steam 
employed has gone over into the gas undecomposed—that is to 
say, 0*21 cubic metre (as in steam-air gas from 0*88 kilo¬ 
gramme C, vide p. 78, 0*21 cubic metre H is present, which 
results from 0*21 cubic metre steam). 

From the resolution into its elements of the best producer 
gas considered in the previous example, the 0 excess taken at 
50 per cent, calculates out at 0*48 cubic metre, which has burnt 
the entire methane and 0'18 cubic metre CO, whereby from 
the methane a further 0*82 cubic metre water-vapour has 
originated. On this estimate the composition of the gas from 
1 kilogramme C calculates out at 

C0 2 0*41 cubic metre+CO 1*45 cubic metre-)-H 0*41 cubic 
metrC+N 4*88 cubic metres=6*55 cubic metres of dry gas+ 
0*58 cubic metre steam, or a grand total of 7*18 cubic metres 
with consequently resulting analysis. 

CO 2 5*1 per cent.+CO 21*8 per cent.+H 6*1 per cent.+ 

N 66*2 per cent. 

and a combustible value of 827 calories per cubic metre or 
5,515 calories per kilogramme C, 


§ 
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The amount of air necessary for the complete combustion of 
this gas is calculated thus :— 


(ills'. 

(> required. 

(!O a yielded. 

N 

HO vapour. 

Cubic met»r«. 

Cubic metre. 

Cubic metre. 

Cubic metre. 

Cubic, metre. 

CO a 0-4 L 


0*4 l 

- - 

_ 

GO 1-45 

0-725 

.1-45 

. 

— 

II 0-4.1 

0-205 


- . 

0*4 1 

N 4-38 



4-38 

- - 

G-G/3 

0*630 

carrying 

3-19 


6’65 cubic metres, gas yielding) 

1-86 

4- 7-H7 

r (Ml 

products of combustion j 

ILO from gas 

• 


" * 

0-53 

Grand total products of com- ) 
bastion J 

1*8(5 

1- 7-H7 

1- 0*04 


The amount of nitrogen from combustion with the theoretical 
amount of air is equal to 7*87 cubic metres, practically if will 
bo 1*3 x 7*89=10*23 cubic metres N (as before, p. 80) of which, 
however, there is already present in the gas 4*38 cubic metres, 
thus leaving 5*85 cubic metres N which is accompanied by 
1*56 cubic metre 0, representing 7*41 cubic metres air, for 
6*65 cubic metros gas ; or the practical amount of gas for 1 cubic 
7*41 

metre gas will bo ~ 1-11 cubic metre dry or 1*11 + 1*11 

X 0*026=1*14 cubic metro damp air (air taken at 30° 
saturated with moisture). 

It shows that with, deterioration of the quality of the gas 
the air requirement goes down largely, since in the second 
instance for 1 cubic metre gas only about 60 per cent, of the 
air is required which is necessary for good gas. 

It will, therefore, bo retained in view that with improve¬ 
ment in the gas quality of present installations the air 
requirement must be correspondingly raised, and that 
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therefore also the demands which will be placed on the chambers 
for preheating the air are able to be considerably higher than 
when employing bad gas. 


Summarising the results obtained 


Highest Limit Values. 

Best producer Gas from Gas Coal. 

Lowest Limit Values. 

Conceivable worst producer Gas from good 
Gas Coal. 

1 cbm. gas requires . 1*96 

1 „ develops. 1,507 cals. 

The products of combustion of 
gas containing 1 kg. C are : — 
C0 2 1*86 cbm.-j-O, 0*63 cbm. 
+ N 10*23 cbm. + steam 
0*98 cbm. 

N.B. The content of free oxygen 
is ascertained as under :— 

0 introduced . .1*99 cbm. 

0 theoretically neces¬ 
sary . . . 1*36 ,, 

1*14 cubic metre air. 

827 calories. 

C0 2 1*86 cbm. x O 0*63 cbm. + N 
10*23 cbm. + steam 1*13 cbm. 

1*56 cubic metre. 

0*93 

0 excess . . .0*63 cbm. 

0*63 cubic metre. 

The steam content of the gas is 
ascertained as follows :— 

Steam from the pro¬ 
ducts of combustion 0*73 cbm. 
Steam as un decom¬ 
posed steam . . — 

Erom the humidity of 
the air 1*89 x 5*01 x 

0*026 . . = 0*25 „ 

0-73 cbm. (0-41 + 0-32 cbm.) 

0-21 „ 

0-19 „ (1-11x6-65x0 026). 

Total . . 0-98 cbm. 

1*13 cbm. steam. 





CHAPTER XV 


THE TEMPERATURES AND TRANSMISSION OF HEAT IN THE 
COMBUSTION CHAMBER OF THE OPEN-HEARTH FURNACE. 

In all open-hearth furnaces one observes during working a 
flame temperature of approximately 1,800° maximum in the 
combustion chamber and of about 1,700° at the exit ports, 
and one may well assume that the former signifies the 
maximum which the furnace chamber is capable of, whilst 
the latter constitutes the minimum which is absolutely neces¬ 
sary for practical possibility of steel making. 

As to the ways and means of the utilisation of the heat in 
the combustion chamber, and especially as to the extent of 
this utilisation, there has hitherto been scarcely anything 
written or uttered. In the following views as to this question 
let it be at once remarked that these figures are taken as 
purely personal observations of the writer's and that they 
were not able to be tested by practical experiments. 

The heating of materials on the hearth of an open-hearth 
furnace is in principle a very simple matter. A hotter flame 
plays on a cooler object and heats this in consequence of the 
difference of temperature which is present between the two, 
whereby the flame itself naturally suffers loss of heat. 

The correctness of this fundamental principle will also 
endorse the introductory data cited, since the highest tem¬ 
perature of the flame amounted to 1,800°, but in consequence 
of the work done (on the hearth) was cooled down to 1,700°. 
The work can have been performed in different ways, in that 
heat can have been given off through direct contact, by 
conduction or indirectly by radiation; in the combustion 
chamber both kinds of heat transmission take place. For 
the flame both are as yet little investigated ; if one, 
nevertheless, takes the heat as being merely a form of energy, 
and contents oneself provisionally only in ascertaining the 

R.S. I 
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total amount of energy which will be transmitted from the 
flame to the combustion chamber, one is placed in the position 
to ascertain this value by measurement. This will be equal to 
the difference between the total quantity of energy which is 
brought into the combustion chamber and that which leaves it. 

For example, let it be assumed that in an open-hearth 
furnace both the producer gases named have been employed— 
at the one time the best, at the other, the worst producer 
gas. Let the 1*3 times amount of air have been employed for 
combustion, and let the preheating of the gas and air have 
been driven to the point that the resultant temperature of the 
flame will have exactly reached 1,800°, whilst the available 


Energy supplied to the Combustion Cir amber. 


Best Gas. 


(a) Available beat of 
the products of com¬ 
bustion of an amount 
of gas containing 1 kilo¬ 
gramme C at 1,800° 0 : 

OO a . . • 

o . 

N . 

Steam . 


CjllOJ’ifiN. 

1 - 8(5 X 0 - 8378 = 1-5585 
^XO-3704-4-0877 
0-98 X 0 - 7713 = 0-7758 


1 - 8(5 
()•<>;> 
10-20 
M3 


Worst (las. 


OalorioH 

X 0 * 8378 ^ l ‘5585 
]• X 0 - 870*1 ^ 4*0877 
XO- 7718 — 0 - 87 H) 


( b ) Energy drawn off 
from the combustion 
chamber. 

Available beat of the 
waste gases at 1,700°: 

C0 2 . 

O . 

N . 

Steam . 


^ Given up to combus¬ 
tion chamber. 
a 

-5 . 

a—l 


(>•4020 
X 1,800 

11,524 


1-80 X 0 * 8128=1 * 5118 
10 - 23 } X 0 - 3725 = 4-04 53 
0-98 X 0 ^ 82=^7332 
(i -2903 
X 1,70 0 

Calories. 

11,524 
— 10 , 0-13 

831 


( 5 - 517 .S 
X 1, 800 

11,732 


1-80 X 0"8128 = l-ollS 
1 0-23 1 x 0"3725 = 4-0453 
M 3 X 0 - 7 (.S 2 -= 0 - 845 l 

0 - 4025 " 
X 1,700 

(Jalorios. 

11,732 

— 10,88ml 

848 
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heat of the waste gases will be placed at 1,700° by the quantity 
of energy which will be carried off from the combustion 
chamber (vide calculation on p. 114). 

The difference between these two values yields the amount 
of energy which has remained in the combustion chamber. 

The available heat of the gas is furnished by multiplication 
of the individual constituents of the waste gases by the 
temperature and the mean specific heat C* valid therefor 
(see table in Appendix). 

Now it should certainly not be asserted that these numerical 
values have any sort of claim to exactitude, since values taken 
for the specific heats at such high temperatures are much 
too unsafe. 

Nevertheless, one has found some ground for comparisons, 
and this may suffice to prove two facts well founded :— 

1. The certainly startling result that under the conditions 
in the combustion chamber an equally high amount of heat 
can be available from a quite bad gas as by employment of the 
best gas. 

2. That the utilisation of the heat in reality takes place 
differently to what was hitherto assumed. 

This last conclusion is proved by the fact that about 
400 calories are necessary for the production of 1 kilogramme 
of steel; so that it would not be possible to produce more 
than 2 kilogrammes of steel with 1 kilogramme C, even on 
the certainly inadmissible assumption that the whole amount 
of 880 calories shown to be given up in the combustion 
chamber could be used without any loss for the production 
of steel. In practice, however, already up to 5 kilogrammes 
steel per kilogramme C have been produced, and such 
an important difference demands another explanation than 
could be given by means of more exact values for the 
specific heats at high temperature. In the preceding the 
amount of heat energy which will be introduced into the 
combustion chamber has been ascertained from the available 
heat of the products of combustion. There is still another 
way to find this value ; it must be, i.e., the amounts of 
the available heats possessed by the gas and air plus the 
combustible value of the gas, since no other energy is at 

x 2 
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disposal. Now, one could easily ascertain the degree of 
temperature to which the gas and air must he heated in order 
to receive reinforcement of the combustible value of the gas 
by the hereinbefore ascertained total amount of energy of 
about 11,600 calories. Would then, however, the temperature 
demanded result under all circumstances from the combus¬ 
tion of the gas ? 

The question is absolutely to bo answered in the negative, 
and the fact previously quoted that in stool manufacture the 
utilisation of the fuel can bo much better than as herein¬ 
before calculated, turns out to be the actual cause of the latter 
phenomenon, in spite of the fact that a temperature over 
1,800° will never be observed in the combustion chamber. If, 
that is to say, the conditions for a consumption of heat 
are present in the combustion chamber, at the moment of 
combustion the total amount of energy of the products of 
combustion could not bo taken away, but a portion thereof be 
immediately removed by the remaining heat consumers 
present, and as a consequence thereof must produce a lower 
temperature of combustion than potentially obtainable from 
the sources of energy and products of combustion present 
were they isolated. 

Now since in an empty furnace the losses by radiation are 
quite considerable, the existence of a consumption of heat 
is proved to exist, thus the minimum temperature required 
will only admit of being obtained at all if the gas and air are 
always so much the more preheated, as stipulated for by this 
capacity for heat consumption. The extent thereof is not by 
any means easy to determine, and if one could do so it would 
not help much, for the capacity of the combustion chamber 
for consuming heat is different at different times in the 
course of the charge, whilst on the other hand it is not 
possible rapidly and at will to alter the temperature of the 
regenerator chambers and the composition of the gas. But 
in order, nevertheless, to regulate the temperature in the 
combustion chamber and to maintain it at the requisite height, 
one only requires to correspondingly diminish the quantities 
of gas and air led into the furnace per unit of time; if the 
gas and air be loaded with too great a store of energy, 
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and thereby to let only so large quantities of energy be set 
free as just suffice to satisfy the heat absorption capacity 
of the combustion chamber, so that thus an excess of energy 
cannot originate. 

If this chain of reasoning be regarded as correct, then, with 
the object of economical employment of the fuel, the pre¬ 
heating of the gas and air must be driven as far as possible, 
as one can importantly incroase the amount of energy which 
is won from the fuel, owing to tho increased available heat of 
the gaseous media. 

Now, a limit is placed on the extent of such preheating by tho 
temperature of the gases drawn oil from tho combustion 
chamber, since if the llame be only healed to 1,700" the gases 
preheated through its means cannot well be heated higher than 
1,600° to 1,650°. 

In opposition to this theory it has, however, been shown in 
practice that by such high preheating in many furnaces the 
limit is overstepped in which the best results have been 
achieved. It has been observed that by too strongly pre¬ 
heating gas and air tho production of the furnaces rather goes 
down than rises, whilst the chambers, especially in their upper 
portions, become overheated, so that tho checkers melt and 
even the arches of the chambers threaten to sink, which must 
have as a consequence the shutting down of tho furnace. One 
has further remarked that it is very difficult and requires very 
much time to again bring such highly-heated chambers to 
lower temperatures by usual means, and one is compelled to 
provide special cooling openings in the ports which load to 
the chambers and through which cold air can be led into the 
same if they stand in direct communication with the chambers. 
This arrangement may, from the point of view of frugal 
economy of heat, be regarded as totally faulty. It must, 
however, be retained until one has succeeded in producing tho 
correct equilibrium between the heat production and consump¬ 
tion, somehow or other by the previously mentioned methods, 
for the diminution of the amounts of gas and air. 

So long as the working of the furnace is damaged by too 
high preheating one dare not era ;>loy it, and let it be assumed 
from the following calculations tl rnt the degree of preheating 
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of the gas, as well as the air, ho 1,200°, a preheating which 
may practically he well endured without harm hy all furnaces 
and heating gases. 


Influence of the Quality of the Gas on the Utilisation of 
Heat in the Combustion Chamber. 

In order to show the influence of the qualify of the gas 
and the amounts of heat which may ho given oil in the 
combustion chamber the Tables J (on p, 118) lmvo been 
calculated. The mode of calculation is, without any tiling 
further, clear, and therefore only the suppositions which servo 
as bases require comment. The amount of air for combustion 
has been taken throughout at 1*8 times that of the theoretical 
quantity for the raw fuel. It has boon assumed that the gas 
and air were preheated to 1,200° and the gases wore drawn 
off from the combustion chamber at 1,700°, and combustion 
therein as having taken place completely. 

First, lot air-gas be considered in different degrees of purity. 

With the best air-gas the maximum amount of beat which 
can he uniformly averaged in the combustion chamber is 
2,261 calorics, whilst an air-gas which has been manufactured 
with a 20 per cent, excess of air goes down to half. With 
40 per cent, excess of air in the producer and preheating of 
the gas and air to 1,200°, steel melting would become an 
impossibility. 

The influence of the addition of steam to air for gasification 
is shown in Table K., p. 120. 

One sees that the maximum amount of boat from 1 kilo¬ 
gramme 0 which can be placed at disposal of the combustion 
chamber is the greater the more H contained in the gas. 
This nevertheless attains its limit if the II production is 
driven so far that 00^ formation must result, since in tins 
case a diminution of the useful effect makes its appearance. 
This phenomenon is clear in respect to the pure water-gases 
(compare column 2 against 1), although these gases do not 
come actually into the question for open-hearth furnace', 
working. Htill more clearly one sees this from the next to 
the last column, for steam-air gas which is regarded as 

















120 THE BASIC OPEN-HEARTH STEEL PROCESS 



| 



















122 THE BASIC OPEN-HEARTH STEEL PROCESS 

having been produced from cold air, and. as if it were 
possible to manufacture CO-free steam-air .gas. Here 
the amount of heat available for the combustion chamber 
is, notwithstanding the tremendous amount of hydrogen, 
smaller than with employment of pure air-gas, which 
for comparison is placed alongside it. The circumstances 
are given rise to by the high specific heat of steam 
0*7482x1,700° = 1,272 calories per cubic metre, owing to which 
the amount of energy going to loss which is contained in the 
gases drawn off, is considerably increased. 

Table L, on p. 121, shows the influence which constituents 
of the distillation gas exercise on the heat energy, which can 
be placed at disposal of the combustion chamber under the 
conditions given. In the first column, numbered 7, is repre¬ 
sented the best average producer gas manufactured from a fuel 
in which 12 per cent, of carbon goes over into the gas as 
distillation gas; in the third column, numbered 9, is set out 
a gas from practical working, the fuel of which permitted of 
16 per cent, carbon going over into the distillation gas. This 
gas has not been irreproachably made. Column numbered 8 
shows how it should have appeared in case it had been actually 
made according to the theories developed under the headings 
“ Distillation Gas” and “Producer Gas.” In the last column the 
theoretical steam-air gas is set out for comparison. 

Calculations yield as available in the combustion chamber— 



For correctly manufactured 
Gas. 

For faultily manu¬ 
factured Ga.s. 


Cals. 

Column. 

Cals. 

Column. 

Pure air-gas 

2,261 

6 j | 

— 

— 

Steam-air gas from cold air. 

2,737 

1 1 Table K \ 

i i 

2,077 

5 

Steam-air gas produced from 
air heated to 500°. 

3,228 

— 

— 

Average producer gas. 

3,444 

7] f 

_ 

— 

Producer gas from coal with 
16 per cent, of volatilisable 
carbon. 

3,591 

8 | Table L | 

2,727 

9 


One sees that gas manufactured from richly bituminous 
fuels can give far higher values than gas from pure C. Should, 
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nevertheless (as in column 9), there ho present comparatively 
not very important faults, yet the capacity for utilisation in 
the combustion chamber goes down considerably. 

The figures ascertained make not tho smallest claim on 
absolute accuracy, and the illustration is able to suffer con¬ 
siderable disarrangement, through the capability of the 
individual gases to endure higher preheating or not. Never¬ 
theless, the figures cannot very well be denied a real value 
for comparison. Now, from these and from the circumstance 
that with the faultily manufactured gas set out in column 9, 
as well as with demonstratively much worse gases, steel is 
produced with a consumption of 25 kilogrammes coal per 
100 kilogrammes stool; so the conclusion appears correct that 
in open-hearth furnace working in respect of economy of fuel, 
the last word has not yet been spoken. 

But, likewise, the considerations demonstrate the value of 
faultless working of the producer for good utilisation of the 
fuel in molting steel. 

The figures given in the preceding section give the total 
amounts of heat which will be given off to tho combustion 
chamber. This total amount can naturally not be completely 
utilised for steel production since the very considerable portion 
thereof, which can be different- for all different furnaces, goes 
to loss through radiation and conduction. In general, the 
extent of this loss is difficult to estimate. Nevertheless, how¬ 
ever, it can be taken that for one and the same furnace it 
amounts to approximately tho same value per unit of time. 
Thus all measures which give rise to a shortening of the 
“ chargeduro 7,1 must effect an increase in the quantity of heat 
which is transferred in the unit of time, whilst the radiation 
loss remains constant, and thus admit of tho total quantity 
of fuol employed appearing smaller. 

There is, therefore, likewise given a means of favourably 
influencing tho find consumption in open-hearth furnace 

1 Note, by translator.—Thin word has been coined by (ho translator for the 
purposes of this book. Tho German word ‘‘ohargenduuer” has rio Ktiglish 
equivalent. It means the period from commencement of charging to emptying 
the furnace. Tho word “charge” in English is used often in the restricted 
sense of original charge, and does not apply to the smelted product or “ heat.” 
The expressions used in Knglish steel works an* so loosely employed as to render 
consideration of tho context necessary in most cases. 
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working, in the increase of the quantity of heat yielded up 
to the combustion chamber. 

Utilisation of Heat in the Chambers. 

By means of the previously ascertained figures it is easy 
to reach a conclusion as to the utilisation of heat in the 
chambers. The amount of heat which the waste gases give 
up to the chambers must be equal to the available heat of the 
waste gases on their entry into the chambers, less their 
available heat on their exit therefrom. The temperature of 
the waste gases on their entry into the chambers amounts now 
to 1,700°, and the value of the available heat can be taken 
directly from the foregoing tables, whilst for determination of 
the amount of heat issuing, the basis has to be established. 
For this let it be assumed that the exit temperature should 
amount to 700°. 



Surplus energy . 
Waste gases 
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In order to review as to whether the amount of heat 
delivered to the chambers suffices for preheating the freshly 
entering gases, the necessary amounts of heat therefor are 
taken for comparison from the preceding table. 

As apparent, the quantity of heat left behind in the chambers 
by reduction of the temperature of the waste gases to 700° 
suffices to warm the gas and air up from 0° to 1,200°; there 
remains even a small excess of heat, which could be radiated, 
but the losses from radiation are without question higher, but 
the gas generally comes into the chambers from the producers 
with a considerable available heat. Should this reserve not 
be sufficient (one will naturally as much as possible cover the 
chambers with good insulation, and as much as possible guard 
against small heat losses therefrom) there remains only one 
means, and that that one may not have utilised to its extreme 
maximum the heat produced in the combustion chamber. 
One must thus produce more heat in the combustion chamber 
than is required in the same, and lot the flame strike into the 
chambers. 


Loss Ob' I rKAT IN THU WaSTU (iAHKH IN OpKN-ITkAUTH 
Fuunaok Woukino. 

The extent of the utilisation of the available heat of the 
waste gases depends on the temperature at which they are 
discharged. This outlet temperature stands in relation to the 
size of the chambers, and also to the temperature of the 
freshly entering gases, and on the intervals between reversals. 
II. II. Campbell comments on this, relatively to the effect of 
the temperature of the healing gas, as follows 

“ ft is well, however, to keep tho principle in mind that if 
the gas is hot there is less work for the chamber to do, and 
the fact that the gases escaping to the chimney are at a high 
temperature has nothing to do with tho ease, for if the entering 
gases are hot, tho escaping gases must be hotter.” 

And in another place :™ 

“ Air always enters cold, hut it is believed by some furnace 
men that it is economical to have the gas as hot as possible. 
To some extent this is an error, for the checkers in the outer 
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end of the gas chamber cannot be cooled below the temperature 
of the entering gas, and the products of combustion cannot be 
cooled below the temperature of these checkers, so that the 
heat carried in by hotter fuel is carried out by hotter waste 
gases, and no economy is obtained.” 

Moreover, the outlet temperature of the waste gases can be 
unfavourably influenced, owing to too long intervals between 
reversals, which is easily apparent from the following con¬ 
sideration:—The gas coming from the producer yields on 
combustion with cold air a certain temperature of combustion, 
assumed at 1,100° ; and it is clear that one is able to heat the 
entire furnace system up to the chimney flue nearly to 
this temperature, if one allows the gas to pass long enough in 
one direction. The temperature at the outlet end will only 
thus be lowered as much as corresponds with the loss of heat 
in the entire furnace system owing to radiation and conduction, 
and one naturally is always endeavouring to make these losses 
as small as possible. When in this manner one end of the 
furnace has been warmed up, and one allows the gas stream 
to be drawn through the furnace in the reverse direction, one 
obtains preheated air and gas in the furnace, whereby the 
temperature of combustion is raised, and the second half of 
the furnace admits of being brought in a shorter time to the 
temperature of the first half of the furnace than this itself 
required, and this first half of the furnace could not, therefore, 
cool down again to the temperature at the commencement. 
In this way it is thus possible to overheat at the bottom even 
a furnace with very large chambers, and to obtain much too 
high outlet temperatures. 

In the calculations in the previous section, it is assumed 
that the waste gases are drawn into the chimney at 700°, a 
temperature below which will be observed in the least good¬ 
running open-hearth furnaces. But the waste gases themselves 
per kilogramme of carbon burnt at this relatively low tempera¬ 
ture (one very frequently finds much more) carry off (vide 
Table M, p. 124) 3,000 to 4,000 calories, i.e., more than 40 per¬ 
cent. of the total energy liberated from the fuel. Up to the 
present this quantity of heat has completely gone to loss, and 
there is little prospect that out of it an at all considerable 
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portion can be able to be returned for the working of the 
furnace itself. 1 Of course, here the available heat of the 
heating gases given off by the producer is taken into account, 
since if this entered cold into the furnace, the outlet tempera¬ 
ture of the waste gases could obviously be lowered. A direct 
utilisation of the available heat of the heating gases scarcely 
admits of being accomplished, as it presents too many technical 
difficulties. Besides, the total available heat of the heating 
gas again is present in the waste gases, and if one could 
abstract the heat from the latter, one thereby also would have 
found the solution for the former problem. 

The advantage which one could obtain by production of 
steam-air gas with preheated air, admits of the hope that the 
available heat of the waste gases could be eventually utilised 
for this purpose, and it is interesting to learn how much the 
amount of heat turns out to be which would be thus won back. 
For the gasification of 1 kilogramme 0 from good “ black” 
coal in the producer, with gas of average composition (p. 78), 
about 4 cubic metres air was required, and if this were pre¬ 
heated to 500° it must have had 0*326x5500x4 = 658 calories 
expended on it. Of the about 3,000 calories per kilogramme 
C which are uselessly drawn off into the chimney, one could 
therefore render one-fifth useful, whilst four-fifths, or about 
2,400 calories per kilogramme 0, would still be lost. 


Regulation of Temperature in the Combustion Chamber. 

The principal function which an open-hearth furnace for 
steel production must fulfil is to provide a flame at high 
temperature, which is capable of equally sweeping the entire 
hearth, and clinging to it like a soft rug. 

The flame originates as a consequence of the union of gas 
and air; nevertheless each gas molecule can only form a portion 
of the flame a short moment, viz., only at the instant of com¬ 
bustion, in which it bursts into flame, at once to be put out. 
Hence the production of a long flame is only possible, if in 

1 The latest plans with different firing systems, namely the replacement of 
chimney draught by mechanical means, admits also possibly of being employee l 
in open-hearth furnace working. By this means this question possibly would 
appear in a different light. 

•» 
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the course of their passage a whole series of gas molecules are 
simultaneously ignited, and if the flame is to be continuous, 
there must be for each gas molecule burnt a new one ready 
for combustion, and the necessary conditions obtaining 
therefor. 

The flame in the combustion chamber extends no further 
than the veil of the streams of gas blown in. For the possi¬ 
bility of its existence, therefore, free oxygen must be continually 
received into the combustion chamber in quite free expansion 7 
and this must be able to reach all sides on which the gas 
stream should burn, it being thereby continuously consumed, 
and must therefore also be continuously freshly supplied. 

From union with gas, products of combustion result which 
force their way between gas and air, and obstruct their further 
meeting. On this ground, it is impossible to completely use 
up both media. If one wishes to completely burn the gas in 
the combustion chamber, so one must introduce air in absolute 
excess. The smaller one selects this excess of air the slower the 
combustion takes place, and the greater the surface which is 
swept by the flame, and the longer this will be. 

From the aforesaid, it follows that the direction and the 
form, and the guidance of the flame, are essentially dependent 
on the direction and form of the gas stream, from which the 
flame is again renewed, as well as from the active force, which 
is contained in the gas stream, and enables it not to be caused 
to swerve, owing to small opposing resistances. One gives the 
gas current its direction by means of suitable port-blocks or 
burners built in furnace heads for the purpose of allowing 
them to enter suitably. These blocks contain ports, which lie 
in the direction of the major axis of the hearth, parallel to the 
side walls and a slightly dipping bottom resting on the upper 
surface of the hearth, whilst their covering possesses a great 
angle of depression. By these means the ports are narrowed 
in a downward direction, whereby the gases in their outlet 
openings receive increased velocity, and are hindered in their 
endeavour to rise. In consequence, one selects the port 
openings small in comparison to the upper sections of the 
upper gas passages, so that the outlet velocities in consequence 
of the gas pressure and the buoyancy must boeome quite 



important. Tho gases hereby receive a certain guidance, 
which is given somewhat like that to high-pressure water 
through the jet nozzle of a fire hose. To attain this aim one 
makes the burners as long as possible, providing that their 
undersides are continuously smooth, remaining without 
depressions or raised portions, and that also in the combustion 
chamber no projections exist which the gases could beat 
upon. By these means one prevents the flame from deviating 
upwards, whilst its spreading sideways is less hemmed in. 
The air leads in the blocks were formerly frequently arranged 
parallel to tho gas ports and so that there was an air port 
each side of a gas port, and gas and air were side by side in 
the combustion chamber. Nowadays, one most often arranges 
the air ports above the gas ports, and gives the air loads in 
the burners greater pitch than the gas leads, so that the axes 
of these ports cut across each other at a certain distance from 
the face of the port blocks. Also one often lays the air ports 
askew, so that the air broadens out fan-like above the gas. 
One achieves thus a decidedly better apportionment of tho air, 
to tho entire combustion chamber, and it may well be main¬ 
tained that furnaces provided with such kinds of port blocks 
work more sharply than furnaces in which the gas and air 
passages lie alongside each other. 

The checking of the temperature, and the production of the 
necessary amount of heat, at each instant, forms the main 
task of the melter, and they are a people exclusively given up 
to practical experience, who are only seldom receptive of 
theoretical considerations as to the phenomena of combustion. 
Nevertheless, it must he confessed that indeed most frequently 
tho correct ones will be found. For usually tho melter at the 
beginning of the heat admits as much gas into the furnace as 
an open chimney damper and air valve admit this to lay hold 
of, and perceives an excess thereof, in that the. (lame begins 
to lap out of the doorways, which naturally must be avoided. 
In proportion as the charge molts down, ho increases tho 
temperature of the furnace, and at the conclusion of the 
“heat,” where tho receptihility of the charge for heat has 
gone down considerably, it can become so groat as to be 
dangerous to the furnace structure. At this point the art of 
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the melter commences, who must understand how to “hold 
the heat,” that is to say, to achieve the neatest possible attack 
of heat on the bath without at the name time injury to the 
furnace. He observes the white-hot flame diligently through a 
coloured glass, whereby the degree of brightness of the (lame 
gives an approximate scale for its temperature. In conse¬ 
quence of the changing outside light, this is a very unsafe 
method of estimation of temperature, and it would faro badly 
for the durability of furnaces, if in practice yet another simple 
means of control bad not boon found. Jt consists in the 
comparison of the brightness of the llame with tlm furnace 
structure, especially the port blocks and rool arch. So long 
as the latter are cooler than the flame, they are darker than 
this, and stand clearly out against it in all their contours, 
and as long as this happens no danger is present. In pro¬ 
portion, however, as they begin to bo overheated, their degree 
of brightness approaches that of tlm flame, their outlines 
become indistinct and difficult to perceive. As soon as this 
takes place, with a clean flame in Urn furnace, danger is 
present, and it must be intercepted. 

A skilled melter generally does not let it come to this 
appearance, at least not so long as the direction of the flame 
is good, and normal working continues. He perceives, that 
is to say, instinctively how the heat requirement of the (‘.barge 
decreases and reduces the supply of gas and air, in which 
case he still knows so to hold the flame that it covers the 
entire upper surface of the hath, and that the temperature 
does not come into the descendent, lmt rather rises. If he is 
very skilled he will at the same time reduce the chimney 
draught, and in this manner deal really economically with 
fuel and furnace structure. 

If, however, from whatsoever conditions the furnace once is 
overheated and “burnt,” then it is often not easy to find the 
proper remedy. One terms 41 burning” the overheating of 
the refractory materials of which tlm port-blocks and mam 
roof are manufactured, up to above their melting point, so 
that they melt off, and begin to sink down in long 44 icicles ” 
into the bath. If it once happens that the melting point of 
the refractory bricks of the smooth covering surface of the 
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roof is reached, so this itself forms a thin layer of fluid 
material, which, owing to adhesion is held fast by the cover, 
and does not further appear an evil. But if it has, however, 
reached formation of “ icicles/' so now these “ icicles ” always 
draw away the freshly melted masses from the cover, and thus 
always expose new portions thereof to the action of the flame. 
In order to bring this destruction to a cessation, the cooling 
down of the furnace must now be carried further; than other¬ 
wise, and of this many inciters have an unjustifiable timidity, 
since they fear thereby to cool down the charge, and thus 
cause still greater calamity. 

Usually the outlet end of the furnace is overheated, and 
such overheating is most simply put an end to again by 
.reversal of the direction of the flame. Bad inciters sec there¬ 
from, in reversal, the only healing remedy for the furnace if 
it is burnt, and perform this at random in over smaller 
intervals. But if the port-blocks and the roof at the furnace 
end are overheated, so indeed also the chambers belonging to 
them become hotter, and in consequence the temperature of 
combustion, if now again the overheated end is made into the 
entrance end, be higher than in normal working. Thus one 
must, in order to again attain a normal condition, let the flame 
now go longer from this end, and just so long as the chambers 
are again brought to their normal temperature. Themoans would 
be proved, if thereby the other end of the furnace wore not too 
highly heated, and the same had phenomenon would not 
appear there. In order to hinder this there is only one moans, 
and that is the diminution of the quantity of heat absolutely 
produced, which can only bo obtained by diminution of tins 
gas supplied. 

Of course, one can employ other quicker-acting moans, but 
which are of smaller duration, such as completely cutting off 
the air for combustion, or totally shutting off the heating 
gas, and passing *of air alone through the furnace for some 
minutes. 

Further, it will often he proposed in such cases to artificially 
reduce the temperature of combustion, in such manner that 
one increases the amount of the products of combustion, which 
at the moment of combustion take up the heat generated. 

k 2 
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This could happen by two methods, either by relative increase 
of the amount of air, i.e., combustion with an excess of air, or 
relative diminution of the same, i.e., by means of incomplete 
combustion. Let the trial be made of investigating m exact 
figures examples of the action of such methods of working, 
in furnace management. 

As fuel, let the average theoretical producer gas (vide p. 78), 
be selected which requires 9*46 cubic metres of dry air for the 
amount of gas which is obtained from 1 kilogramme C, for 
practical complete combustion, and let it be assumed that at 
one time 50 per cent, more air, or 14*19 cubic metres, and at 
the other time 50 per cent, less air, or 4*78 cubic metres is 
used for combustion. In the first case, then, the products 
of combustion would be increased by 4*78 cubic metres, in the. 
second case let it be assumed that of the combustible gases 
0*78 cubic metre CO with a combustible value of 2,236 calories 
remains unburnt, whereby the combustible value of the amount 
of gas utilised now is placed at 7,554 — 2,236=5,318 calories. 
In this connection it is assumed, in this case, that the entire 
0 content has been brought into use. 

On these assumptions, the following Table N has been 
calculated, from which under “Utilisation of heat in the 
combustion chamber” it is to be perceived that by these 
means the heat in the combustion chamber actually admits 
of being reduced, inasmuch as instead of 3,444 calories now 
only 2,454 and correspondingly 2,513 calories appear. Com¬ 
bustion, with deficient air, appears the most favourable in 
regard to reduction of the free energy. 

It would be interesting to obtain an explanation of the 
resulting combustion temperatures; nevertheless, this is 
difficult, as the great influences of radiation and conduction 
are unknown, as to be sure, also, the proportions of mixture of 
gas, air and products of combustion at each point of the 
flame are not ascertainable. If one wishes* notwithstanding 
to establish values, which to some extent render a comparison 
possible, one can regard the radiation and conduction losses 
which have happened here as equal and negligible. In the 
following table the values of C* for 2,000° have been used 
for the specific heat of the individual gases, and hereby the 
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Tahi.e N. ~ 5*20 cbm. Bust Producer Gas (5*01 cbm. Gas+0-25 cbm 
StKAM) BUT WLTir OlIANCJINC QUANTITIES OF AlR. 


Amount of gas . 

Amount of air . 

Combustible value of gas burnt 

f n>. 

Composition of the pro- J <•() 
ducts of combustion.) O 
IN 

Water-vapour * 


Utilisation of boat in the com¬ 
bustion chamber—• 

Available bout of gas at 1,200° . 

t > jj n ,, >* 

Total available licat 
-f- combustible value 

Total energy in combustion 
chamber ..... 

Less energy in waste gases at 
1,700° . 

Utilised in combustion chamber . 

Calculated temperature of com¬ 
bustion in combustion cham¬ 
ber, without taking into con¬ 
sideration radiation, etc. 

Values for C* for 2,000" employed 

Utilisation in the. chambers 

Available heat waste gases 1,700° . 


Itomnining in chambers 

Heat lost in waste gases - 
Available heat ofwnste gases at 7(H)' 
Combustible value of waste gases 
at 700°. 

Total loss 


iNi times 

Air tunount. 

5a per cent. 
iimrii Air limn 
I'll times. 

50 per cent, 
less Air than 
INI times. 

*3*2(5 cbm. 

9-n; „ 

7,mil cals. 

1 *8(5 r,bm. 

(WM „ 
10*2:5 „ 

0*98 „ 

5*2(5 cbm. 
1L19 „ 

7,55*1 (Nils. 

1 *80 cbm. 

1 '02 „ 
10-97 „ 

0-98 ,, 

5'2(> cbm. 
4'73 „ 

5,518 cab*. 
l'l.'J cbm. 

<>•73 

(>•50 „ 

0-98 „ 

2,571 cals. 
■1,012 „ 

2,571 cals. 
0,018 „ 

2,571 win. 

2, ()()(> „ 

(5,58:5 cals. 
7,55*1 ,, 

8,589 (Nils. 
7,551 ,, 

•1,577 caln. 
5.318 „ 

H,U57 cals. 

10, MO (Nils. 

9,895 cuIh. 

10,(59.5 ,, 

ia,os9 „ 

7,1(82 „ 

;U*H cals. 

2,d5*l cals. 

2,51:( cttla. 

2,UM° c. 

1,912° C. 

2,159° 0. 

io,«oa (Nils. 

0,025 

1:5,080 cals, 
•1,7:51 „ 

7,;(82 caln. 
3,' '190 „ 

7,008 cals. 

8,958 (Nils. 

•1,982 cals. 

a, 025 (*als. 

*1,731 (Nils. 

2,'190 caE. 


— 

2,250 „ 

3,025 cals. 

d,731 (Nils. 

4,720 calR. 


temperature values aneertained. One boob that with Buch great 
changes in the quantity of air, also with excess air, the tem¬ 
perature itself remains outside the admissible limit, and this 
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certainly at the places where high temperature should be quite 
avoided, namely, where the flame beats on the roof, which 
possesses only very little receptivity for heat. Owing to this 
the temperature on the upper surface of the bath is able to be 
too low for the heating of the bath, as this is in the position to 
take up most heat. 

Working with an air deficit, furnishes, in regard to lowering 
of temperature, even negative results, in case, as assumed 
herein, the oxygen is actually completely utilised. 

The chambers are little influenced by means of changing 
the quantity of air, as is to be seen from what is given under 
the heading “Utilisation in the chambers,” inasmuch as the 
heat retained of 7,068, 8,958, 4,982 calories, respectively, is 
still at all times greater than the available heat of the gas and 
air, which must be again led into the furnace proper, and 
which from statements, “Utilisation in the combustion 
chamber,” amounts to 6,588, 8,589, 4,577 calories respec¬ 
tively. There thus remains in all cases an excess of 485, 469, 
and 405 calories respectively, so that the chambers cannot be 
cooled in this way, unl§ss by the presence of very large 
radiation losses. 

The last items under the heading “ Heat lost in waste 
gases” are interesting, in which is shown that in both 
instances, working with an incorrect amount of air, the loss 
amounts to about 3 per cent, higher than with correct 
quantities of air, but that, at least, for this example it 
practically possesses exactly equal height; inasmuch as, with air 
deficit, it is true that a portion of the combustible value goes 
to loss in the waste gases; this value, nevertheless, although it 
increases the available heat of the smaller waste gases, does 
not become higher than the available heat of the much larger 
quantity of waste gas with excess of air. 

These means can thus exercise no great effect. If one is, 
however, compelled to make use of them, working with air 
deficit only can be taken into consideration. By working with 
excess air, one may well on the whole, attain the observed 
reaction, in particular; one will be obliged, however, to reckon 
on the entrance of one or more short flames, whose action 
it is impossible to prophesy. 
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All the artifices cited, only then have a result, if the path of 
the flame has remained good. In other cases, one must hurry 
up, to bring the charge out as well as possible, hut afterwards 
take care, as being of prime importance, that the flame goes 
faultlessly, since otherwise the difficulties re-occur with each 
charge, and the furnace comes to a stoppage. 

But with good flame guidance, it should bo carefully seen to 
that both ends of the furnace exhibit equal heats, and if one 
end shows overheating, so one should rectify it by utilising 
the interval between the charges, the charging and melting 
down periods, for establishing an equilibrium of heat, by 
allowing the gas to enter longer through the hottest end of 
the furnace. At the end of the heat, if the highest tempera¬ 
tures rule in the furnace, such a regulation is often not able to 
be carried out. 

















CHAPTER XVI 


GAS AND AIR ON THEIR WAY THROUGH THE FURNACE SYSTEM 

The gas and air must, on their way through the entire 
furnace system, he kept well apart from each other and only 
be allowed opportunity to unite in the combustion chamber. 

Producer gas possesses a tolerably high ignition temperature, 
and if air reaches the gas at high temperature, it burns a por¬ 
tion of the gas, and this becomes lowered in value correspond¬ 
ingly to the air introduced. If, however, the air enters the gas 
below its ignition point, an explosive mixture results, which on 
ignition by a hot part of the furnace system is able to be the 
cause of the most serious disasters. 

Precautions must, therefore, be taken that the air cannot 
enter the gas conduits, and that is achieved most simply if the 
gas in the conduits continually is under surplus pressure, whereby 
the consequence of any leak holes is only that some gas makes 
its way into the free atmosphere. In the furnace itself the 
walls which divide the gas spaces from the air spaces in 
the ports and chambers must be absolutely gas-tight, and 
during each furnace repair must be carefully tested and 
correspondingly brought into good condition, since other¬ 
wise the furnace soon comes to a stoppage. Also the reversing 
arrangements must be gas-tight. 

At this place, it is unavoidable, however, at odd times to avoid 
a coming together of gas and air, namely, during the changing of 
direction of the flame by reversing. At this instant, the air 
passages, as well as the gas passages, are brought into direct 
communication with the chimney, which then simultaneously 
sucks out gas and air. Of course, this occurrence can be some¬ 
what modified according to the kind of reversing devices. With 
the old Siemens clappers, one reversed each valve by itself, 
and each such operation was ended in a very short time. One 
can thereby attain that very little gas finds its way from the 
gas tube into the chimney flue. But after the gas flapper has 



COURSE OP GAS AND AIR THROUGH FURNACE 187 


been reversed, the entire contents of the gas chamber (which 
now becomes a waste gas chamber) must likewise go into the 
chimney. If one awaits the emptying out of the gas chamber, 
and then only reverses the air, so all must go smoothly; if 
one reverses the air flapper earlier, so must gas and air meet 
together in the chimney flue, and if now hero the ignition 
temperature is present, so will the gas burn forthwith and also 
still all go well. If, however, the chimney line is cooler, or 
by suddenly in-streaming largo quantities of air, the gas tem¬ 
perature becomes lowered below the ignition point, an explosible 
mixture is able to result, and this must ignite explosively if it is 
brought into contact with an incandescent wall surface, or if an 
incandescent particle of dust is sucked from tho furnace into it. 

The moans for prevention of explosions consist, above all, in 
cutting off tho supply of gas and air to the furnace during tho 
reversals, and this method of proceeding is nowadays already 
met with in probably all furnaces on economical grounds, as 
otherwise gas is sucked out by the chimney in relatively con¬ 
siderable amounts and is uselessly allowed to escape into the 
atmosphere. A further means is the pausing for a specified 
time between the reversal of the gas and that of the air, which 
is easily carried out with the simple Siemens flappers. These 
have, however, the disadvantage in working, of easily becoming 
leaky, and then they are the cause of considerable losses of 
gas, but very difficult of perception. Therefore, one has 
frequently adopted other devices, for example, mushroom 
valves, and these are most frequently so arranged, that gas 
and air are simultaneously reversed. Also hereby explosions 
can be avoided, if the chimney flue is throughout heated above 
tho ignition temperature of the gas, and one has, therefore, 
only to take care that on reversal no great amount of cold air 
from outside is able to be sucked in, which in eventual denial 
of water seals can easily occur, and, as before-mentioned, brings 
about sudden cooling. But if one for the purpose of obtaining 
smaller heat losses should therefore turn to employing lower 
regenerator chamber temperatures, so will attention be directed 
to the possibility of the origination of explosible mixtures, and 
one will, perhaps, again meet with the arrangement, that gas 
and air be separately reversed. 
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Explosions in the gas conduits, or in the starting up of 
a new furnace, in this itself, are able to be more unpleasant 
and more dangerous than these explosions on reversal, which, 
however, nevertheless, have unfavourably influenced the life 
of so many chimneys. Such will be avoided by the adoption 
of long-known rules, according to which a newly-started pro¬ 
ducer may then only be connected with the gas conduits if it 
gives off faultlessly good gas ; that gas only may be admitted 
to the furnace after the gas flues have been completely swept 
clean of air, which is achieved by permitting the streaming out 
of gas into the atmosphere through an opening which is pro¬ 
vided close in front of the gas inlet valve; and lastly, that gas 
be never admitted into a cold furnace, but that this must be 
always well preheated by means of solid fuel. 

It would be decidedly desirable for gas-furnace working if 
one could conveniently and safely fix how much gas and how 
much air in each moment entered the furnace, but unfortun¬ 
ately, up to the present no instrument has been found which 
solves this problem in a practical manner. At present, one 
can only obtain disclosure as to the required amount of gas, 
by the very round-about way of ascertaining the amount of 
solid fuel required in a lengthy space of time, and from the 
carbon content of the same, and the composition of the gases 
produced during this space of time. The amount of air yields 
itself from the combination of values obtained for the gas, and 
the composition of the waste gases. 

One is able, indeed, to easily assure oneself by means of the 
appearance, whether the furnace receives enough gas, but it is 
not so easy to make sure whether the air supply suffices and 
when and how much it gradually (perhaps owing to displaced 
chambers) decreases. The practical man, who daily observes 
his furnace, knows well when a deficit of it begins; nevertheless 
he would gratefully welcome an aid which informed him with 
safety the amount of air which his furnace continually 
received. On the basis of such specification, it would be 
safely possible to catch it up at proper times with a fan 
and considerably increase the production capacity of so many 
furnaces, and to lengthen their duration of life. 



PART II 


THE CHEMISTRY OP THE BASIC OPEN-HEARTH PROCESS 

CHAPTER XVII 

REDUCTION AND OXIDISATION PROCESSES 

For technical purposes, iron must be produced entirely by 
artificial means. As direct raw materials for this purpose, only 
the compounds of iron with oxygon, the so-called iron ores, 
which exist in nature in large amounts, come into considera¬ 
tion. In order to produce metallic iron from ores, these must 
have their oxygen removed. This is brought about by means 
of their being brought into contact with materials which 
possess a greater affinity for oxygen than iron, which, there¬ 
fore, lake up the oxygon, whereby the iron is brought into the 
metallic condition, or, as it is technically expressed, it is 
reduced. The materials which bring about the operation 
named, which are capable of bringing about reduction, are 
called reducing agents; but inasmuch as these remove the 
oxygen from the iron ore they are themselves changed in 
form, since they now form with the oxygen chemical com¬ 
pounds : they become oxidised or undergo an oxidisation 
process. Thus a reduction process for an iron ore simulta¬ 
neously appears as an oxidisation process for the reducing 
agent employed. 

Iron evolves on combination with oxygen a large amount of 
heat energy which has been determined to be per kilogramme 
oxygen 

4,326 calories on formation of FeaO*. 

4,877 „ ,, >> Fe^Ga. 

4,662 „ „ „ FeO. 
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In order to remove 0 from the iron again, there must pei 
kilogramme of the latter be employed equal amounts of energy. 
It follows from this that all those materials appear suitable to 
serve as reducing agents for iron oxide which, by theii com¬ 
bination with oxygen, evolve a greater amount of energy than 
the iron itself. Now 1 kilogramme of oxygen yields 

with A1 to form AhOa • .8,162 calories. 

„ Si ,, Si02 . • 6,850 ,, 

„ Mn „ MnO . . 6,247 

and thus it appears as if all the materials named are capable 
of achieving the removal of the oxygen from iron oxides, 
and therefore as if they were employable for the winning of 
metallic iron. 

It is not sufficient simply to bring these materials in contact 
with iron oxide in order to produce metallic iron. Each and 
every one of the minutest pieces of ore consists of a great 
quantity of molecules, from each of which its oxygen must be 
split off. Each individual molecule must thus be brought 
into direct contact with the reducing agent. That does not 
generally occur so long as the materials are present in the solid 
form. Only if they go over into the fluid or gaseous form of 
aggregation, by which the molecules are freely mobile and can 
actually reach each other, are the conditions for the mutual 
inter-reaction given. 

One can, therefore, mix finely divided iron ore with equally 
finely powdered aluminium, without the occurrence of any 
change whatever in the two materials, but if one produces in 
any desired point of this mixture an increase of temperature 
which brings a little of the substance to the melting point, the 
reaction takes place forthwith. The amounts of heat set free 
bring further portions of the mixture to the melting point and 
thereby the reaction and the decomposition of the entire mass 
results, and by employment of different reducing agents with 
greater velocity, the greater the amount of heat set free. 

The materials referred to, however, likewise occur in nature 
only as compounds of oxygen, and their recovery in the pure 
condition is obviously brought about with greater difficulty 
than that of iron. 



DEDUCTION AND OXIDISATION PROCESSES 141 


They are, therefore, only regarded as and utilised as suit¬ 
able reducing agents, in quite definite proportions in rare 
cases, and in small extent. One must much more often make 
use of other reduction materials, which are at our disposal in 
large quantities. 

Of these the first place is taken by carbon, which likewise 
easily combines with oxygon, and thereby produces heat. The 
amount of this is nevertheless considerably smaller than that 
from the substances before-mentioned, since 1 kilogramme 0 
gives with carbon 8,080 calories on combustion to 00** and 
1,855 calories on combustion to 00. 

One sees that carbon is not able by itself to remove oxygen 
from iron oxides and combine with it; it only then can be 
capable of doing this if it is enabled to increase its energy 
content. This can he brought about by the addition of heat 
which can be produced in different ways, amongst others, by 
means of combustion of further amounts of carbon, by means 
of gaseous oxygen externally, or internally, to the mixture of 
oxygen and carbon manipulated. But thereby the heat will 
be shared by the oxides, and as in general the affinity of all 
substances for combination with oxygen increases with rise of 
temperature, with which the difficulty of removal of the oxygon 
from its compounds is usually increased under such circum¬ 
stances, the consequence of such inlhumce on the energy 
content of the carbon does not without more ado admit of 
reduction. The results of practice, however, demonstrate that 
the individual substances in their relation to oxygon at high 
temperatures exhibit differences, and Ledebur first propounded 
that the law for the process of reduction with carbon is valid, 
that the combustibility of carbon with rising temperatures (/hues 
mure than that of remaining substances. By employment of 
sufficiently high temperatures carbon then actually attains the 
capacity of removing oxygen from all remaining materials and 
thus making it a reducing agent which finally no oxide can 
longer withstand. 

The reduction processes of practice are mostly of a very 
involved nature. Simple pure materials never attain mutual 
reaction, but those with various impurities, whereby the 
picture of the process is clouded, and is often rendered quite 
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imperceptible. In order to learn the characteristics of the 
reduction process, it is desirable to consider next reduction of 
the pure oxide of each individual substance. 

Pure iron oxide mixed with carbon and heated in such a 
manner that the carbon has not other more easily accessible 
sources of oxygen at disposal, gives up its oxygen to the carbon 
already at a little more than 400°, and is converted into 
metallic iron. The action proceeds according to the formulas 

Fe 2 0 3 +3C=2Fe+3C0, 

or 

FeO+C=Fe+CO. 

The redaction, nevertheless, could not in this manner embrace 
the entire amount of the iron oxide employed, if the resultant 
oxidisation product of the carbon did not essentially support 
the process. Carbon monoxide CO is likewise a reducing agent, 
it is as a gas capable of forcing its way into the iron oxide, 
and therefore of attacking all the molecules thereof, which 
otherwise would not be able to come in direct contact with the 
carbon; the action proceeds according to the equation 

Fe 2 0 3 +3C0=2Fe+3C0 2 . 

The C0 2 formed and the excess of CO escape out of the 
reaction zone. If the temperature rises high enough, so the 
reduced iron fuses together into an adherent mass. In this 
case, however, it dissolves a considerable amount of carbon 
and chemically combines itself with it, so that this carbon 
cannot be again removed from the iron. 

In addition, all oxides practically employed for reduction, 
as well as also the carbon, contain impurities of which silicic 
acid, phosphoric acid, and manganese oxide take a share in 
reactions. The substances named are the products of oxidisa¬ 
tion of silicon, phosphorus and manganese, and they likewise 
give off their oxygen under the circumstances to the reducing 
agent. If one allows in the presence of carbon at incipient 
white heat, and an absence of oxygen, pure phosphoric acid 
to make its appearance, carbon will remove the oxygen from 
this and phosphorus escape in its pure condition, in the form 
of vapour, together with carbon monoxide. 
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Pure silicic acid and pure manganese oxide also are able to 
be reduced by means of carbon, and to be changed into silicon 
and manganese, but this requires such high temperature that 
they cannot be produced in furnaces heated with ordinary 
fuels. In spite of this the reduction of both the substances 
described is achieved also in these furnaces, if one is satisfied 
to obtain them (instead of in the pure condition) in combina¬ 
tion with iron. In the presence of metallic iron, silica and 
manganese oxides are reduced by carbon so long as neither the 
reducing agent employed nor the solubility of the iron for the 
substances reduced is exhausted. 

Should, nevertheless, the reduction bo undertaken by solid 
or liquid reducing agents of a mixture of several of tho sub¬ 
stances named, the procedure becomes more complicated. 
Silicic acid and phosphoric acid aro at high temperatures 
powerful acids which unite themselves in combination with 
bases which are stable at that hoat, to which class iron and 
manganese oxides belong. The combination results generally 
under the temperature at which iron oxide and phosphoric 
acid are reduced. Tho resultant substances aro easily fusible 
and pass into the molten condition. They oppose thus another 
resistance to tho reduction, than that of each of their con¬ 
stituents by itself, since a chemical compound only then 
admits of being reduced without the aid of another substance, 
if tho conditions for the reduction of its entire individual 
constituents are fulfilled. 

Thus pure iron oxide in pure iron silicate can only bo con¬ 
verted into the metallic state if also it is possible to convert 
the silicic acid into silicon, and from pure manganese phos¬ 
phate, phosphorus only can be reduced by a reducing agent 
if the temperature is high enough in order to also be able to 
produce metallic manganese. 

The conditions of reduction become, therefore, in general 
more difficult if substances reach the reaction zone in the form 
of chemical compounds. 

But one can vary the conditions of reduction if one adds to 
the substances which should react on one another further 
substances which determine chemical change. If to pure iron 
or manganese silicate, or phosphate, one adds lime which is a 














144 THE BASIC OPEN-HEARTH STEEL PROCESS 


stronger base than manganese or iron oxide, so the latter at 
correspondingly high temperatures will be displaced by the 
lime from combination with the acid, and will be converted 
into the free state in which the action of the reducing agent is 
more readily active. Similarly silicic acid, as the more power¬ 
ful acid, displaces phosphoric acid, and makes the latter 
qualified for reduction. One can thus by lime additions much 
favour the conditions for the reduction of iron and manganese 
from their compounds, whereby at the same time the silicic 
acid and the phosphoric acid will be brought into a form in 
which they are no more reducible in our usual furnaces, 
inasmuch as the lime is not attackable in these. Whilst, how¬ 
ever, the silicic acid is now for ever shielded from reduction, 
the phosphorus can be again reduced if one sets free the 
phosphoric acid from the phosphate of lime by the addition 
of free silicic acid. 

Although one is thus able by means of lime additions to 
considerably facilitate the reduction of iron and manganese 
from their chemical compounds, yet one is not able to com¬ 
pletely set on one side the difficulties thereof. This depends 
on the compounds of iron and manganese oxides being easily 
fusible, the lime salts corresponding thereto on the contrary 
being very infusible. With the removal of the oxygen 
contents, the melting point of the melted substance is 
increased, and the moment at which they are transformed 
from the fluid into the solid condition the reaction must 
cease, as now the contact between the solid or melted reducing 
agent and the individual molecules of the substances to be 
reduced will not be longer possible. In consequence one 
cannot by the medium of lime attain complete reduction of 
the entire iron and manganese from their compounds. 
Nevertheless the amounts which they remove by reduction 
are smaller the higher the temperature reached in employment. 

It is thus shown that the employment of lime for reduction 
should be cut off to those amounts of silicic and phosphoric acids 
which are combined with lime , as well as so much oxide of 
manganese and iron as are necessary for the melted substance 
technically called slag , to maintain the fluid condition at reaction 
temperature . 
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From the circumstances— 

(a) That in the reduction processes in practice only materials 
are able to be used which, in addition to iron oxide and pure 
carbon, always contain silicic acid, phosphoric acid, manganese 
oxide, and sulphur compounds; 

(b) That carbon, in addition to iron oxide, also reduces all 
remaining oxides ; 

(c) That, lastly, carbon and also sulphur and oxygen are 
soluble in iron and are taken up by it; it shows the impossi¬ 
bility of winning iron in its pure state from iron ores and 
carbon in technical working. The metal, on the contrary, 
always contains carbon, manganese, silicon, phosphorus, 
sulphur, and oxygen. All these substances, however, influence 
the properties of the metal considerably, and, indeed, each in 
different ways. 

Now, oxygen and sulphur act always quite harmfully, and 
one is, therefore, constrained to reduce their amount to the 
smallest possible extent. Each of the remaining substances 
bestows on the iron in practice valuable properties, which 
generally make it only useful for specified purposes. By 
means of varying the relative proportions of the individual 
impurities one is able to produce the most manifold qualities 
of iron, which in their properties frequently exhibit greater 
variations than the different elements themselves. Each 
special property is, however, settled by quite definite propor¬ 
tions of the substances, and if these cannot be contained in the 
metal produced from the ore, it must undergo further treatment, 
which renders it possible to regulate the relative amounts of 
the impurities, be it by the removal of an excess of or by the 
addition of the deficient amounts of the individual substances. 

In the process for the regulation of the composition of the 
metallic iron, the refinement processes, both methods are 
employed, but the removal process predominates. It never 
achieves it completely, for even the softest irons always 
still contain small quantities of carbon; generally also of 
manganese and phosphorus. 

Most methods of manufacture of iron have the peculiarity 
that, in addition to carbon, other substances also, such as 
silicon, manganese, phosphorus and aluminium are used in 

B.S. l 
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small amounts as reducing agents. Owing to this the 
properties of these substances, as well as the properties of 
their products of oxidisation, are decisive of the course of tlie 
process. 

Silicon, for example, is able to react on iron or manganese 
oxide, but this cannot happen according to the formulae 

Si+2Fe0=Si02+2Fe 

or 

Si+2MnO=Si0a+2Mn, 

since by the reaction conditions present silicic acid cannot 
originate in the free condition, and must generally appear 
in the form of chemical compounds, and it finds the necessary- 
base for these in a most convenient manner in the agent 
itself, from which it removes a portion. The reaction occurs 
according to the formulae 

Si+4FeO=SiO, 1 Fe 2 +2Fe 

or 

Si+3FeO=SiOaFe+2Fe. 

The iron protoxide (or manganese protoxide), which is still 
contained in the last-named iron or manganese bi-silicate, is 
now protected against further change by means of silicon, so 
long as chemical influence from other materials is absent. 

If it be transformed into the free state in the way described, 
it can again be attacked by silicon. 

Phosphorus can likewise become a reducing agent for 
metallic oxides, notwithstanding that its oxidisation product 
as phosphoric acid cannot occur in the free condition. It 
must generally, like the silicic acid, seize a portion of the 
metallic oxide and be converted into metallic phosphate. 

Manganese is able to remove the oxygen from iron pro¬ 
toxide and _ is converted thereby into the strongly basic 
manganese protoxide, which in the presence of acids seeks 
to attain possession of them. If no free acids are present, 
the manganese is able to displace iron from iron silicate, and 
in this act, as is apparent from the formula 

Mn-f-SiFe0 3 =MnSiO 8 +Fe. 



CHAPTER XVIII 


THE CHEMICAL ACTION OF THE FLAME 

(a) Formation of Scale. 

Metallic iron has great attraction to unite with oxygen, 
and this affinity grows with rise in temperature. As stated 
at the commencement, there originates from the combination 
of 1 kilogramme 0 with iron, free heat in amounts of 4,300 
to 4,(>00 calories, whilst its union with hydrogen to form 
steam yields 3,045 calories, and with carbon monoxide to 
form carbon dioxide yields 4,205 calories. On heating 
metallic iron in an atmosphere which contains oxygon, water- 
vapour, or carbonic acid, there always results a change in 
the iron, which takes up oxygen and damages its metallic 
surface. The strongest reaction would naturally take place 
with oxygen in its free state, but should this nevertheless not 
be at disposal, oxygen will be taken from water-vapour and 
carbonic acid. Now carbonic acid and water-vapour form 
substantial constituents of every flame, one and the same if 
its qualities constitute it an oxidising or a so-called reducing 
llamo. Therefore it is impossible to subject iron to direct 
action of any such flame without the outer surface receiving 
a covering of iron-oxygen compounds. The resulting sub¬ 
stance is termed “ scale. 5 ' By continual attack its amount 
grows, and there originates on the iron a crust, which, by 
shattering or by change of the form of the metal, can bo 
made to fall off; for example, in forging or rolling. The 
scale then is called hammer scale or roll scale. Its composi¬ 
tion, according to Wedding, lies between the limits FoaOsH- 
4FeO and Fe&Os (or pure iron-oxide), and is on the average 
Fea08+Ee0=F^0 4 . 

It it substantially independent of the composition of the 
heated iron, and scale originates equally well on the softest 

L 2 
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wrought iron, as on steel and pig iron, no matter whether 
the same is in a solid or liquid condition. If one frees 
molten iron from the usual slag covering swimming thereon 
and exposes the bare upper surface to the action of the air 
or a gas flame, one sees forthwith black points originate 
thereon, which magnify and soon unite themselves into a 
connected layer. The black newly-formed substance is again 
scale. Pure scale is infusible in all cases coming into 
consideration, even at the highest temperatures of the open- 
hearth process. 

(b) Formation of Slag. 

Scale has, like all iron-oxides, the property of going into 
combination with silicic acid, and also with lime and small 
amounts of silicic acid, which at moderately high temperatures 
are fluid. But now silica and lime are the substances which 
form the chief constituents of the materials which serve for 
lining of all our furnaces and apparatuses for the heating of 
iron and for handling of the same in the fluid state. If, there¬ 
fore, iron is heated in such apparatuses and the scale formed 
comes in contact with the walls of the same, mutual reaction 
must take place. A liquid is formed with the scale. This liquid 
is called slag, and it endeavours to change its composition 
so long as it has not become neutral to its surroundings. 

Slag is thus an additional or by-product, which must be 
taken off. Therefore, already on technical working grounds, 
its degree of fluidity must be so great that it admits of being 
withdrawn without trouble from the apparatus. The degree 
of fluidity depends again now on the temperature and com¬ 
position of the slag, and, therefore, the composition of the 
same must at all times be governed by the corresponding 
temperature. 

The chief constituents observed in freshly-formed slags are 
the iron silicates, and these are Fe 2 Si0 4 , with 29*4 per cent., 
Si0 2 and 70*6 per cent, of PeO, which contains 2*4 units of 
weights of FeO per unit of weight of Si0 2 . . . (28), 

and FeSi0 3 , with 45*5 per cent., Si0 2 and 54*5 per cent. FeO, 
in which for one unit of weight of Si0 2 there are 1*2 units of 
weight of FeO . . . (29). These substances are easily 
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fusible, and they are able to dissolve silica and also protoxide 
of iron, and in addition a quantity of other substances in 
varying amounts which depend on the temperature. Each 
new substance taken up alters the melting point, the degree 
of fusibility and the solubility of the slag for other substances, 
and owing to this originates such an abundance of com¬ 
pounds that the survey of this province is rendered difficult, 
if not almost impossible. 

The easy receptivity of iron silicates for other substances 
fixes the character which the slag takes under the influence 
of the furnace structure. With acid linings the furnace must 
produce a slag with an excess of acids, whilst with basic 
linings bases must predominate. 

The plainest example of the formation of slag is furnished 
by heating or soaking furnaces for charges for rolling or forging. 
Ingots in rolling-mill furnaces, by way of example, cover them¬ 
selves soon after being charged with a film of scale, from which 
pieces fall off and reach the hearth of the furnace, which 
consists of sand. On turning over the ingots, at sufficiently 
high temperature there thus results the union of iron scale 
and sand into a liquid iron silicate, which dissolves further 
scale, and with this spreads out on to the bottom of the 
furnace. Hence the slag comes into contact with fresh silica, 
which it takes up, whereby it acquires the capability of 
dissolving further scale. In this manner the slagging by scale 
is in progress on the entire bottom of the furnace in zones in 
which it is not too cold in order to allow the combination of 
solid scale with solid silicic acid to take place direct. Thus 
the entire scale which reaches the bottom is dissolved, and 
the fluid slag at temperatures under 1,200° is able to be drawn 
off from the furnace almost like water, whilst the ingots are 
not far removed from their melting point. The heating- or 
soaking-furnace slag is in the main iron silicate. It contains 
28 to 85 per cent. SiOa, in addition to 48 to 50 per cent. Fe 
in combination with oxygen and small amounts of other 
substances, such as MnO from the charge or such as Al a Oa, 
CaO and MgO, which come from the furnace structure. The 
complete analysis of such a slag showed 88 per cent B 1 O 2 + 
57 per cent. FeO+9’5 per cent. FeaQa+O’S per cent. MnO. 
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Per unit of weight of SiOs m h, thoio aio 1 7 units by 
weight of FeO, from which it appeals as a mixtui o of b oSiO Jt 
(with 1*2 units by weight leO) with T o*jSiO.( (with 
2*4 units by weight of FeO), whilst its content of I Oo0.j 
renders it apparent that it also contains dissolved free scale. 
This slag at the ruling temperature is to bo regarded as 
approximately in equilibrium with the acid furnace structure. 
In open-hearth furnaces with acid structure considerably 
higher temperatures rule, whereby the conditions of the 
equilibrium become different. In addition to the before- 
considered predominating constituents, FeO and Hi(L, there 
comes in addition a third, the MnO; nevertheless, FeO and 
MnO are in their chemical character very similar to one 
another and exhibit very little difleronco in their molecular 
weight, so that one can judge the chemical character of the 
slag very well from its silica content. FeSiOa contains, as 
stated, 45*4 per cent. SiOa, and the final slag of acid open- 
hearth working shows, with its silica content of approximately 
45 per cent., that in this furnace the endeavour rules for the 
attainment of the siliciousness of the bi-silicates, and that, 
nevertheless, the strongly-increased temperature which 
makes its appearance at tho end of the process is in a 
position to render the bi-silicate capable of taking up further 
quantities of silica, in that the SiOu content can rise up 
to 59 per cent. (Ledebur, “ EisonhuUankunde l n Vob UL, 
p. 869). 

In the basic open-hearth furnace, the conditions for the 
composition of the slag are more complicated, because now in 
addition, lime and magnesia appear as substantial constituents 
of the slag. Iron protoxide forms with lime not so sharply 
precise compounds as with silicic acid. For all that, however, 
the two substances combine into fusible compounds, the 
formation of which are considerably favoured by the inter¬ 
reaction of small amounts of silicic acid, Hchmidthammer 
gives (vide Stahl und Eisen 1902, pp. 651 et srq.) examples of 
the formation of the slags from iron oxides and lime on basic 
hearths, which were obtained by the (ioraiuoff process in the 
Bogoslovsk forge in the Ural. In this process, iron ore and 
limestone are brought into the furnace and fused together, 
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whereupon then only the metallic charge is introduced. The 
iron ore possessed the following composition:— 


SiOa 

AlaOa. 

Fo. 

Ca(). 

MtfO, 

JUnO. 

IYr coiit. 

For cent;. 

l*or 

P('I‘ (‘('lit. 

Pit (‘('lit. 

For cunt. 

3*24 

1-43 

64*76 

1*52 

0*28 

0-39 

3-50 

1*45 

64-50 

1-33 

0-31 

0-36 

The ore-limo slag formed contained:— 

SiOa 

i 

AljiOa. 

Fo. 

CaO. 

MkO. 

MnO. 

Per 

For cent. 

IVl' (Tilt. 

For omit. 

P<t emit. 

For coni. 

4-18 

4-08 

50*36 

20-39 

1-53 

0*39 

5T0 

2*47 

55-30 

.13-46 

0-71 

0-69 

4*68 

2*13 

56-47 

13-75 

2-59 

0-95 

5-87 

1-01. 

56-22 

15-30 

0-83 

1-01 


The oxides of iron appear as the chief constituents of this 
slag ; lime takes the second place, and silica the third. The 
relatively high magnesia content shows that the basic 
structure had been attacked. The tests which were taken 
and investigated during the formation of the slag are 
interesting. 


Slag I. —Fused Together 55 Minutes after Compost ion 
of Charging. 


Thun Takou Tost. 

F^Oji. 

FoO. 

8-10 

49-62 per cent. 

26-65 per cent. 

8-30 

37-01 

38-22 

8-45 

36-04 

39-27 „ 

9-10 

27-07 

56-98 


Total - Fo. 


55*31 per cent. 


55*63 

55-78 

50*94 


I! 

If 

ft 


Blag II. — Fusion Together 35 Minutes After Completion 

of Charging. 


Timo Takon Test. 

F< *./>«{. 

FoO. 

Total- -Fo. 

2-0 

51*33 per cent. 

18*98 per cent. 

50-79 per cent. 

2-30 

39-10 „ 

50-99 „ 

51-47 

2-50 

21-78 „ 

46-17 „ 

51-37 

3-35 

2-91 „ 

63-OH 

51-14 
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It shows that the iron oxide under the iniluenee of lime lias 
a disposition to go over into the form of protoxide, and that 
in slag II. also, nearly all iron could be reduced to pi oloxidc. 
The results further show that iron protoxide also is dissolved 
by ferro-lime slag. 


(c) Slag-forming Substances. 

Silica and lime may be regarded, as siiown, as the moat 
important slag-forming substances in opon-hearih furnaces, 
and it is evident that one can facilitate the formation of slag 
and conserve the furnace structure if one adds corresponding 
amounts of these substances to the charge. It is nevertheless 
in rare cases necessary to make a special addition of silica, 
since this material comes generally in desired and often, unfor¬ 
tunately, even in too large amounts into the furnace. The 
causes thereof are the following:— 

(1.) The metallic charge is always uncleansod from sand, 
clay, or similarly highly siliceous materials, as pig iron is 
often cast in sand, which adheres in not inconsiderable 
quantities to the pieces. The absolute amount of SiOa which 
in this way reaches the furnace, is naturally very varied, and 
must be in each case specially appraised and correspondingly 
ascertained , . . (80a). 

(2.) The metallic addition always contains silicon also, which 
is combined with the iron. During the process the silicon 
will be oxidised and go over into silica, and from 1 per cent* 
silicon there results 2*14 per cent. SiOa . . . (8()n). 

(8.) Silica reaches the hath from tho acid furnace structure, 
since the best run furnace wears out by use, and comes 
finally to a stop, even if during the entire run of the furnace 
* a so-called burning of the furnace should not occur. The 
main roof and a portion of the port block consist of materials 
which are made from silica with small additions of other 
materials, and these portions must naturally be so arranged 
that their material by wearing out, roaches the combustion 
chamber and must be taken up by the slag. The extent of 
the quantity of silica which in this way reaches tho com¬ 
bustion chamber admits of being estimated on the basis of the 
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working data, which for each furnace is ascertainable in 
particular. If one knows, for example, that the roof and the 
before-named portions of the port block last out 600 charges 
of 30 tons, that is to say in the run of the furnace 
18,000 tons of charge are able to be worked, whilst in the 
manufacture of this portion about 52,000 kilogrammes of 
gannister are necessary, of which after shutting off the furnace 
there still is presont one-half, one finds that during the run 
of tho furnaco 20,000 kilogrammes of BiOa must have reached 
the bath, or per 100 kilogrammes of charge, 0*15 kilogrammes 
of SiOo, or in general 0*15 per cent, of ftiOa on the weight of 
metallic charge . . . (80o). 

(4.) Usually, tho before-mentioned amounts of silica are 
sufficient to more than cover the requirement of this material 
by tho slag ; but there will be added to the bath still further 
silica from tho bottom and tho walls of the furnace, with 
which the metal and the slag come into direct contact. 
Especially tho latter gives rise in the so-called slag zone to 
a not small wear of the banks, which must be renovated after 
each charge by means of fresh materials. Since, however, 
there is generally not enough time to admit of adequately 
burning fast tho renovating material, this will also bo nearly 
completely dissolved by each new charge. 

Tho hearth of tho basic furnace is generally made out of 
burnt dolomite, and if this material possesses the composition 
SiOa 6 per cent. + Cat) 55 per cont.+MgO 34 per cont.+ 
Balanco (ALO# and FeaO») and the dolomite requirement 
amounts to about 5 per cent., then of this material about 
6 x *05=0*3 per cent, of BiOa on the weight of the metallic 
charge, taken at 30 tons, comes into the bath . . . (80i>). 

In basic furnaces of this capacity, and in which tho dolomite 
requirements amount to the above, the entiro addition of fcJiOa 
of the furnace structure will bo 0*15+0*30=0*45 per cent, of 
the weight of metallic charge (taken at 30 tons) . . . (30 k). 

In the basic open-hearth furnace, a portion of the amounts 
of lime for the formation of slag come partly from the same 
source as tho amounts of silica last considered. In addition 
to lime, the magnesia also in the dolomite is enabled to 
satisfy the acids which make their appearance, and if a burnt 
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dolomite is employed, of the composition given, in which 
55+84=89 per cent, of the alkaline earths are present, so 
a dolomite consumption, from the furnace structure by the 
slag, of 5 per cent, is attained, i.e. } 89x0*5=4*45 of alkaline 
earths (taken on the weight of the metallic charge) . . . (81a). 
In general, this amount does not suffice, and one must make 
additions of lime in order to prevent further wearing of the 
banks. Formerly, generally, one used burnt lime, but 
since, however, this rapidly takes up water and then forms 
large amounts of fine lime dust, which are carried by the 
furnace gases through the ports into the chambers, and 
which damage these portions of its structure, one has 
turned more from the use of burnt lime and gone over to the 
employment of raw limestone. Limestone should, for open- 
hearth working, contain at the most 2 per cent. Si 02 , and this 
amount of silica requires for its satisfaction approximately 
5 per cent, of lime, so that in such materials about 50 per cent* 
of free CaO remain for the satisfaction of free acids. From 
this for each 1 per cent, of necessary CaO, about 2 per cent.- 
of limestone should be employed . . . (81 b). 

( d ) Metal and Slao in the Open-Hearth Furnace. 

The free iron protoxide dissolved in the slag reacts, 
however, not only on the furnace structure, but also on the 
metal in the furnace. It is enabled to penetrate into the 
same, since iron protoxide is soluble in liquid iron. Hereby, 
however, the iron receives very undesirable properties ; it 
becomes red-short and its melting point is increased, and 
finally also the highest heating capacity of the furnace does 
not suffice to give the metal the necessary degree of fluidity for 
casting. Therefore, the entrance of iron protoxide into the 
iron must be profited by, which can only be achieved by adding 
to the latter substances which do not permit protoxide of iron 
m their presence, but convert it into metallic iron. For ful¬ 
filment of this proviso, only reducing agents are suitable, of 
which some are always present in all classes of iron techni¬ 
cally employed. 

They are dissolved in the melted metal and have a disposition. 
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to an equalisation of their division in the entire mass of 
iron, and therefore also present at the place from which 
the permeation by the protoxide of iron takes place, namely 
the contact surface of metal and slag. Here, the reducing 
agents and free iron protoxide in the fluid state come into 
contact with each other at a temperature which produces 
mutual reaction. 

The latter, therefore, favours the slag covering, keeping 
aloof the oxygen of the gases of combustion from the reducing 
agents in the iron, or indeed only permits it reaching it in 
quite inconsiderable quantities. It enables, therefore, their 
effort at combustion only to be satisfied if they can take out 
oxygen from the different oxides present in the slag. On these 
grounds forces must enter into the furnace which admit of 
oxidation processes for the reducing agents in the metal and 
reduction processes for the dissolved oxide content in the 
slag taking place, and thus also an effort at arriving at a state 
of equilibrium between the metal and slag. 

The reducing agents which are capable of hindering the 
entry of protoxide of iron into the metal are again carbon, 
silicon, phosphorus and manganese. Their products of 
oxidisation, as already remarked, are carbon monoxide (which 
simultaneously with its formation escapes from the bath), 
further silicic acid, phosphoric acid, and manganese protoxide, 
which are taken up by the slag. From the mutual inter- 
reaction of the elements named on the oxides present in the 
slag entirely, all processes which take place in the open- 
hearth furnace, and render possible the production of steel, 
are explained. 

(e) Tiir Elimination of Impurities from Iron and Ketkntion 
of their Products of Oxidisation in the Slao. 

The elimination of the four impurities of the iron, Si, Mn, 
P and 0, is brought about by means of oxygon combined with 
iron, and it occurs in acid as well as in basic furnaces, giving 
rise to the appearance of the same products, namely the 
silicates and phosphates of iron and manganese, and carbon 
monoxide. The first-named products of elimination remain 
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exposed to treatment in the furnace. Their further control 
will be determined by the influences which the character of 
the furnace structure exercises on the composition of the slag. 

1. Silicon. 

According to the equation Si+20=Si0 2 , 1 per cent. Si 
requires for its oxidation 1*14 per cent. 0 resulting in the 
formation of 2*14 per cent. Si0 2 . . . (32). 

In the open-hearth furnace, however, the requisite oxygen 
can only be derived from iron oxides, the decomposition of 
which, as already mentioned on p. 146, takes place according 
to the formula 

Si+8FeO=Si0 8 Fe+2Fo. 

The resultant iron silicate is liquid and much lighter than 
metallic iron; therefore, on formation it floats to the slag. On 
formation of this iron silicate, the ferrous oxide contained in it 
has become inactive on the reducing agents. In acid open- 
hearth furnaces it is, therefore, cut off from further reaction. 
It is, however, in contact with the furnace structure and is 
capable of taking up silica therefrom, up to the maximum 
content, which is attained at about 59 per cent. 1 In acid 
Bessemer convertors, where the conditions are similar, the 
Si0 2 content of the slag rises to as much as 69 per cent., 
according to H. IT. Campbell. 

With increased silica content, the degree of fluidity of the 
slag varies; it becomes always thicker, in spite of rise of 
temperature. If the latter be high enough a new phenomenon 
makes its appearance, which is always observed in crucible 
steel manufacture, and at times in acid open-hearth furnaces. 
The carbon has become able to remove the free silica from the 
slag, and reduce it to silicon, which is dissolved by the metal. 
The reaction occurs according to the formula 

2C + SiOa=Si + 2CO. a 

1 The translator docs not agree at all with this view ; he regards (he increased 
silica content in the slag due to greater rcdueibility of Ke() in the slag the 
higher the temperature, as one of several causes of the higher Si() 3 percentage. 

a This is certainly not the case; even at 1,000° above steel-making heats it 
does not occur, and were the statement given true, ordinary plumbago crucibles 
would be self-smelting. The action is largely due to catalysis, iron being 
essential to the reaction taking place.—(Translator.) 







THE CHEMICAL ACTION OF THE FLAME 157 


Researches as to the reducibility of silica from the slag have 
been undertaken by MeWilliam and Hatlield, from which the 
following examples have been taken :— 


Example 1.— Stahl und Eisen, 1902, p. 639. 
(Taken from paper read before the Iron and Steel Institute.) 


Time. 

Composition of the Metal. 

Composition of tho Slag. 



0 

per cent. 

Mn 

per cent. 

Si 

per cent. 

SiO.j 
per cent. 

Fe() 

per cent- 

FoU);{ 
per cent. 

Remarks. 

1*30 

0*86 

0*018 

0*018 

. _ 

__ 

... 

Slag tliin. 

2*0 

0*73 

- 

0*022 

— 

— 

— 

1 Becoming thicker. 

2*30 

0*65 

0*056 

0*03*1 


-- 

— 

Fairly thick. 

Thick. 

3*0 

0*55 

0*068 

0*061 

. - 


- - 

3-30 

0*40 

0*08 

0*078 




Thick. 

3*50 

0*38 

0*095 

0*088 

56*8 

20*8 

1*1 

Thickest, 


Example 2.~ Stahl und Eisen, 1902, p. 610. 


Time. 

| Composition of tin* Metal. 

Composition of the Slag. 


-. 

C 

Mn 

Si 

SiO.. 

FeO 

FouOh 

Remarks. 


per cent. 

per cent. 

per cent. 

per cent. 

per cent. 

per cent. 


12*20 

0*6*1 

0*053 

0*017 

53*0 

20*5 

2*1 

Slag thinnest. 

12*55 

0*17 

0*059 

0*035 

... 


— 

Becoming thickta*. 

1*25 

0*39 

0*065) 

0*066 

...... 



Fairly thick. 

2*0 

0*33 

0*071 

0*058 

51 *6 

18*1 

0*6 

! Thickest. 


Example 3. (McWiluam and W. II. Hatfield.) 


Time, 

Composit ion of the Hath. 

Composition of the Slag. 


. . 

C 

Mn 

Si 

SiO*i 

FeO 

F<^Oji 

Remarks. 


per cent. 

per rent. 

per cent. 

per cent. 

per cent. 

per cent. 


6*0 j 

0*31 

0*039 

0*034 


— 

— 

Slug moderately 
thin. 

6*2 

to 

6*5 

6*15 



- - 




Addition of rod 
brick (8 ewts.). 

0*22 

0*037 

0*03*1 


— 


Slag thickening. 

6*25 

0*20 

0*039 

0*0*19 


— 

— 

Slag thickening. 

6*35 

0*17 

0*039 

0*0*19 

55*61 

21*38 

1*27 

Slag thick. 
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In discussing example 3, p. 157 (Stahl uiul Eiscm, 1904, 
p. 1,396), these investigators maintain that the percentage of 
silica in the slag is the factor on which depends the increase or 
decrease of the silicon content of the molten metal. They 
added a large quantity (8 cwts.) of highly siliceous material to 
a bath of steel, and proved that in spite of the violent cooling 
of the bath, that although only slowly, a really marked increase 
of silicon content of the motal occurred. 

The examples cited, however, show that the reduction of 
silica from the slag in acid open-hearth furnaces is of very 
small extent. 

In the basic open-hearth furnace, this is quite impossible, 
since the large quantities of alkaline earths present do not 
admit of the occurrence of a concentrated solution of silica, 
and absolutely all Si which is eliminated from the iron must 
remain in the slag. 

The bases employed alter the structure of the slag completely. 
Lime and magnesia are at high temperatures more powerful 
than the remainder of the bases, and they set the latter free 
and take up the silica themselves. According to the equation : 
FeSi 03 +CaO=SiOaCa+Eo(), there results from EeSiOa and 
lime, silicate of lime and ferrous oxide, which latter is soluble 
in a mixture of lime silicate and iron silicate. The higher the 
temperature the more iron silicate can he decomposed; the 
reaction, however, cannot take place completely, inasmuch as 
the slag would lose its fluidity. The alkaline earths, owing to 
removing the metallic oxides from combination (with acids) 
cause manganese protoxide as well as iron protoxide to be 
more easily and to a greater extent used up by the reducing 
agents in basic than in acid furnaces. The reduction can be 
driven to the limit which is fixed by the condition that the 
lime silicate must remain in the fluid state. But certain 
amounts of metallic oxides are necessary for this. 

2. Phosphorus. 

This requires for its oxidation, according to the equation, 
2P+50=Pa05 for 1 per cent. P, 1*29 per cent. 0, and yields 
2*29 per cent. P 2 0 6 . . . (33). 
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This oxygon can only be derived from the metallic oxides, 
but not from lime, as was formerly supposed. The elimination 
from the iron takes place possibly according to the formula 
2 P+ < JFo()= lhO l) Pa 1 + 5Pe. 

The resultant phosphate of iron is, however, not able to 
withstand the action of the reducing agents, since both its 
components are able to bo very easily reduced. It is, there¬ 
fore, only stable so long as it is in such highly oxygenous 
surroundings that all reducing agents present are more easily 
able to satisfy their allinity for oxygen from these than from 
the phosphate of iron itself, and therefore are not compelled 
to have recourse to attacking this. 

In the acid open-hearth furnace, the removal of phosphorus 
is prevented because any iron phosphate is decomposed by the 
excess of the silica present, whereby the free phosphoric acid 
is again reduced back into the iron. On the contrary, the 
removal of the phosphorus from the iron easily takes place ih 
the basic open-hearth furnace, in the presence of largte 
amounts of oxides, but in order that the phosphorus may be 
combined in the slag and prevented from re-entering into the 
metal, it is necessary that it should be transformed into 
the stable form of lime phosphate, and indeed earlier than the 
excess of those oxides is used up by the reducing agents. 
Lime phosphate arrests the action of reducing agents, but the 
amount of silica in the slag may only be such that the phosphoric 
acid will not be again converted into the free state, since in this 
case it will again be reduced, as in the acid furnace. 

IL 1L Campbell states, that in so-called recarburisation, that 
is to say, in a process in which the reducing agents in the iron 
are suddenly increased in amount, the following amounts 
of phosphorus are returned to the metal from slags contain¬ 
ing the following respective amounts of P 2 O 5 and tiiOn :— 

Add* contitinoil iu slag. P rnfcumed from tlio slag. 


Maximum. Moan. 

Pur emit, For (twit. For eonfc. Per cont. 

Under 5 not above 20 0*01 not above 0*00 

„ l>—10 „ 19 0*025 „ 0*005 

„ 10 15 „ 17 0*02 „ 0*005 

„ Ifi 20 „ 12 0-02 0-01 


Metal. Slag; 
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Some indications as to reduction of phosphoric acid from 
the slag are given by the analyses on p. 160. 

It is apparent that the re-entry of phosphorus into the 
metal accompanies an increase in the silica content of the slag, 
or carrying too far the removal of iron-oxide from the same, 
thereby creating more than normal efforts on the part of the 
reducing agents to satisfy their affinity for oxygen. 

8. MANGANUSH. 

Manganese is oxidised according to the formula Mn + 0= 
MnO. From this one derives that eacli 1 per cent. Mil requires 
0*29 per cent. 0, and produces 1*29 per cent. MnO . . . (6J). 

Manganese is generally eliminated as manganese silicate, as 
stated on p. 146. Lime is able in this case (as in that of the 
analogous iron-silicate) to replace the metallic oxide, and the 
manganese protoxide thus freed is in liko manner soluble in 
the iron-lime silicate slag. 

Free manganese protoxide is produced from SiMnOu accord¬ 
ing to the equation SiMn() jr f (]aO=BiCa() :{ +Mn(), and under 
the inlluonee of the reducing agents is converted into the 
metallic state and returned to the metal. 

One therefore frequently finds a sudden increase in the 
manganese content of the bath, which is only explainable by a 
reduction of manganese from the slag. 

Thus Ledehur (St. und E., 1909, p. *10) gives the following 
examples from the .Hertrand-Thied process 

Per cent. Per oentL 

lwt Furnace Test, l‘2'-l Mn in nmlnl, 0 0‘i.s ; l'V in 12-0 

„ „ „ 12-22 „ „ „ (HOd „ „ „ i;-o 

2nd „ „ 1-10 „ „ „ 0-0.W „ „ „ l;{-j 

„ >, 2-» . o-2;>o „ „ „ i 

Dr. Nasko has (nVr St. und E., 1907, pp. XT>8 H seq.) set out a 
series of analyses of the maganese in medal and slag, and arrived 
at the conclusion that it is determined by the relative ratios of 
MnO and Fe() in the slag. With a ratio of MnO to Fo() = unity 
a state of equilibrium can exist, but with MnO>FeO 
manganese goes over from slag to medal, and wilhMnO<FeO, 
manganese goes over to the slag from the metal 

B.H. 


M 
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In support of the accuracy of his views, he gives the follow¬ 
ing table:— 

Table 0. 


Metal. 

Slag. 

C 

Si 

P 

Mn 

Mn 

Fe 

Per 

Per 

Per 

Per 

Per 

Per 

cent 

cent. 

cent. 

cent 

cent 

cent. 

f 3*3( 

0*05 

0*07 

0*4£ 

— 

—. 

3-l( 

0-05 

0*07 

0*6o 

16*S h 

7-12 

f 3‘0t 

0-03 

0-07 

0*77 

— 

— 

l 3-0( 

0-03 

0-08 

0-84 

14*05 

6-04 

j 2-3*1 

0*02 

o-os 

0-4? 

— 

— 

' 2-Of 

0-02 

0*01 

0-59 

11-SC 

>11-00 

f 0-5C 

0-01 

0*01 

0-3t 

— 

— 

0-3£ 

0*01 

0*01 

0-41 

10-0f 

9*51 

f 1*56 

0-05 

0-03 

0*52 

— 

— 

t 1*47 

0*05 

0-03 

0*63 

12*67 

10-32 

f 0-42 

0-05 

0*03 

0*49 

_ 

_ 

0-08 

0*05 

0*03 

0-S6 

11*80 

9-25 

J 1*91 

0-05 

0-01 

0*38 

— 

— 

l 1-25 

0*05 

0*03 

0*42 

12-74 

12-10 

0-71 

0*04 

0*05 

0-3S 

_ 

_ 

0-05 

0*04 

0*05 

0-56 

11*00 

9-55 

2-94 

0-05 

trace 

0-28 

__ 

__ 

1-74 

0-05 

0*02 

0-42 

12-46 

9-9G 

1-74 

trace 

0*02 

0-40 

— 

— 

i 1-64 

,, 

0*02 

0-42 

12-05 

11-03 

r 0-93 

j } 

0*01 

0*35 

— 

__ 

t 0-79 


0*04 

0-38 

11-28 

9-49 

0-79 

j> 

0*04 

0*38 

— 

___ 

0-55 


0*04 

0*45 

11-07 

8‘78 

0-55 


0*04 

0-45 

— 

_ 

0-06 

,, 

0*03 

0*52 

10-30 

7*21 

0-09 

0*02 

0*01 

0-35 

_ 


0-07 

0*02 

0*01 i 

0*49 

10-74 

7-58 

3-38 

0*04 

0*01 i 

0*21 



1-63 

0*04 

0*01 i 

0*39 

12-16 

9-60 

1-63 

0-04 

0*01 i 

0*39 

_ 

_ 

0*98 

0*04 

0*01 l 

3-42 

11-41 

7-49 

0-98 

0*04 

0*01 < 

3*42 

_ 

_ 

0-07 

0*04 

0*02 < 

3*53 

10*31 

5-01 

1*55 

0*02 

0*01 ( 

3-11 

_ 

_ 

0*55 

o-oi 

0*01 ( 

3-25 

L 0-57 

6-78 

1*09 

0*01 

0*01 ( 

3*25 

_ 


0*55 

0*01 

0*02 ( 

3*37 

9-26 

4-60 

0*55 

0*01 

0*02 ( 

)*37 

_ 


0*07 

0-01 

0*02 ( 

)*40 

8-63 

4T3j 


9 

io| 

11 

12 | 

13 | 

14 

15 

16 
17 
IS 
19 
20 ] 


10 

13 

15 

30 

25 

55 

25 

80 -i 

SO- 

15 i 

251 

15 1 
65 ■{ 

-I 

t 


70 
501 
1151 
301 
401 
401 


Fe% 

on 

Mil 


Per 

cent. 

42 


42 

92 

94 
SI 

78 

95 
86 

79 
91 
84 
SO 
74 
70 

78 

65 

50 

64 

50 


Charge 19,232kg. pig iron; very hot; 

manganese reduced from slag. 
Charge 19,232 kg.pig iron; very hot; 

mangau cse reduced from slag. 
Charge 19,232 kg. pig iron; very hot; 

manganese reduced from slag. 
Charge 19,300 kg.; hot; slag 
watery; Mn reduced. 

Charge 20,303 kg. pig iron ; charge 
hot, slag thin; Mn reduced from 
slag. 

Charge 20,303kg. pig iron; voryln>t; 

slagboiling; Mn reduced from slag. 
Charge 20,860 kg. pig iron; very hot; 
Mn was reduced. 

Charge 20,100 kg. pig iron ; slag 
boiling, gasovolution small; Mn 
reduced. 

Charge 21,520 kg. pig iron; very hot; 

Mn reduced. J 

Charge 21,520kg. pig iron; veryhot; 

Mn reduced. J 

Charge 21,520 kg. pig iron ; warm ; 

slag watery ; M n reduced. 

Charge 21, 520 kg. pig iron ; warm ; 
Mn reduced. 

Charge 21,520 kg. pig iron ; Mn 
reduced. 

Charge 15,984 kg. pig iron; hot; M'n 
reduced before the addition of 
f err o-man gan esc. 

Charge 19,248 kg. pig iron; bath 
very hot; Mn reduced. 

Charge 19,248 kg. pig iron; intense 
reaction, Mn reduced. 

Charge 19,248 kg.pigiron; very hot; 
Mn reduced. 

Charge 20,176 kg. pig iron ; hot: 
Mn reduced. 

Charge 20,176 kg. pig iron ; hot; 
Mn reduced. 

Charge 20,176 kg. pig iron; hot ; 

I Mn reduced. 
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Table 0 — con tin tied. 


— 

-- 









u 

'is 


Metal. 


Slag. 

Fe % 


& 




















ss 

c 

Si 

P 

Mn 

Mn 

F e 

Mn 




Per 

Per 

Per 

Per 

Per 

Per 

Per 




cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

cent. 

Charge 15,360 kg. pig iron and 

21 

651 

2T0 

0*01 

trace 

0*27 

— 

— 

75 

0-96 

0*01 

3 3 

0*48 

6*61 

4*96 


3,840 kg. scrap; hot; Mn reduced. 

22 

301 

0*55 

0*04 

0*03 

0*34 

— 

— 

78 

Charge 23,152 kg. pig iron ; hot; 

0*25 

0-04 

0*02 

0*45 

9*37 

7*45 


Mn reduced. 

23 

351 

0*16 

trace 

trace 

0*41 

15*50 

15*61 

100 

Charge 9,600 scrap and briquettes, 

0*06 

3 3 

3 3 

0-41 




consisting of manganese ore, coko 


| 








and tar; very hot; Mn in equili¬ 
brium. 

24 

30 j 

1-88 

0*02 

0*02 

0*42 

— 

— 

150 

Charge 19,232 kg. pig iron ; hot ; 

0*56 

0*02 

0*01 

0*36 

10-44 

15*65 


Mn oxidised out of bath. 

25 

10 { 

4*01 

0*28 

0*87 

0*87 

— 

— 

169 

Charge 20,592kg. pig iron ; furnace 
without gas, refined only by ore; 
temperature low ; Mn oxidised. 

3*68 

0*09 

0*38 

0*38 

17*67 

30*00 




26 

25-; 

3*84 

,0*14 

0*07 

0*56 

— 

— 

101 

20,080 kg. pig iron ; warm ; Mn 

3*74 

0*07 

0*02 

0*35 

18*43 

18*62 


oxidised. 

27 

20; 

3-79 

034 

0*03 

0*66 

— 

— 

112 

Charge 21,520 kg. pig iron; warmed 

3*57 

0*.09 

0*02 0*3o 

15*92 

17*79 


a little ; Mel oxidised. 

28 

55 | 

3-35 

0*05 

0*01 

0*28 

— 

.—• 

300 

Charge 17,408 kg. pig iron; hath 

2*51 

0*05 

0*01 0*24 

8*82 

26*49 


warm ; Mn oxidised. 

Charge 19,248 kg. pig iron; cool; 

29 

25) 

3-33 

0*09 

0*02 0*31 

— 

— 

166 

2*83 

0*04 

0*01 

0*21 

11*81 

19*65 


Mn oxidised. 

SO 

301 

3*33 

0*02 

o-oi 

0*34 

— 

— 

220 

Charge 23,152 kg. pig iron; hot; 

2*83 

0*02 

0*01 

0*27 

6*82 

15*04 


Mn oxidised. 

31 

551 

1*94 

trace 

0*01 

0*52 

— 

— 

145 

Charge 9,600 kg. scrap and bri¬ 

1*36 

33 

0*01 

0*34 

16*02 

23*19 


quettes of manganese ore, coke, 
and tar ; warm ; Mn oxidisod. 
Bath cool; Mn oxidised. 



32 

35 | 

1*55 

0*02 

0*02 

0*61 

— 

•—• 

133 

1*00 

0*02 

0*01 

0*50 

11*12 

14*82 




This table indicates, however, at least equally clearly 
another condition which favours the reduction of manganese 
from the slag. 

This condition is mainly the exhaustion of metallic oxides 
in the slag, and therefore of oxygen. 

A reduction of Mn from the slag took place in all cases in 
which percentage of iron in the slag was 12 per cent, or below, 
which slags thus were low in oxygen. 

In all cases in which maganese had gone over from bath to 
the slag, the iron content of the latter exceeded 15*6 per cent. 

m 2 
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Thus the reducing agents had at their disposal large 
amounts of oxygen in the form of iron protoxide, and were not 
constrained to decompose manganese protoxide. 

All the reactions reviewed up to the present yield products 
which, like the reagents themselves, preserve the fluid state of 
aggregation. They thus manifest themselves only in an 
increase in the amount and change in appearance of the slag, 
but do not alter the quiet state of the entire hath. 

In the elimination of carbon it is otherwise. This gives 
rise to a gaseous, product, which cannot be held buck by either 
the metal or slag. It must escape, on the contrary, and is 
forced through the slag, giving rise to very apparent and 
characteristic phenomena. 

4. Camion. 

According to the formula 0+()=C(), 1 per cent, carbon 
requires 1*83 per cent. 0, and produces 2*83 per cent. CO 
. . . (35). 

Its removal admits of being compared very well with the 
removal of a gas from a liquid, which has boon formed therein 
by the reaction of some corresponding reagent. The further 
course is different from the concentration of the agents reacting 
on one another. A concentrated solution of carbonate of soda,, 
for example, sets up from small drops of a concentrated 
acid an extremely powerful reaction. The reaction takes place 
at the point of contact with effervescence, and a somewhat too 
rich addition of acid produces losses by splashes or overflow¬ 
ing of the solution ; but if by means of gradual addition of the 
acid to the carbonate salt it has become poorer, so each 
molecule of acid does not longer come into contact with the 
upper surface of the salt, and the acid is capable of penetrating 
into the solution, and its action only takes place in the deeper 
layers, and after being spread out over a large space. It thus 
gives rise to bubbles of gas in the interior of the fluid, which 
rise up in it and thereby give it the appearance of boiling. 
With progressive exhaustion of the carbonate salt, the apparent 
boil becomes feebler, the size of the gas bubbles produced 
becomes diminished so far that the individual bubbles are not 
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able to ascend, but require time in order to unite into larger 
gas bubbles. Finally, in general there are no more bubbles 
formed, but there still remains suspended in the liquid an 
amount of gas in the form of minute gas bells. By powerful 
disturbance, one can drive out a great proportion of the gas, 
because hereby the resistance of the liquid against the escape 
of the gases is diminished, and the minute particles of gas are 
given the possibility of more quickly reaching each other. 

The removal of carbon from iron as carbon-monoxide takes 
place in quite similar manner. 

Pig iron with its carbon content of 3 to 4 per cent, may bo 
regarded as a concentrated solution of carbon ; and slag with 
an iron content of 30 per cent, or more, as a concentrated solu¬ 
tion of active oxygen. At the contact surface, there results a 
formation of carbon monoxide in the state of bubbles of gas 
which seek to ascend, in which they are hindered by the 
viscosity of the slag. This is thereby forced from the contact 
surface of the metal. Soon, however, the gas bubbles are able 
to force their way through the slag, and this finally thereby 
closes under them and again comes in contact with the metal, 
whereby the process begins anew. The passage of the bulk of 
the resulting gas bubbles through the slag is, however, owing 
to the consistency of the same, considerably delayed, and this 
is the cause of the slag becoming frothed up and its volume 
considerably increased. In this connection, II. H. Campbell 
states on p. 211, “ From the time that the metal is thoroughly 
melted, when it may contain about 3 per cent, of carbon, 
until the proportion is reduced to about per cent., 
the bath resembles soda water more than pig iron, and it tries 
to flow out of the doors and to occupy about twice the room it 
should.” 

The previously described course of the removal of the 
carbon is nowadays to be seen only in few works, since it is 
not frequently that molten metal with such high carbon 
content is worked in open-hearth furnaces. 

On the other hand, one can observe the second quieter 
period of the carbon removal, which begins with a carbon 
content of about 1*5 per cent, and less, in the normal course 
in all open-hearth furnace charges. 
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The oxygen-containing slag at the surface contact of the 
bath, does not come into contact with sufficient amount of 
molecules of carbon, and the free iron oxide of the slag now 
penetrates into the interior of the metal until it comes into 
contact with carbon. Thus gas bubbles originate in the 
interior of the metal. This, however, offers greater resistance 
to the gas than the lighter slag covering. Therefore, the gas- 
bubbles must assemble themselves together into large gas- 
bubbles before their buoyancy suffices for their overcoming 
the cohesion of the bath of iron. Then only are they able to 
throw the particles of iron on one side and to rise through the 
metal. Thus only large gas bubbles and in small multitude 
reach the slag, through which they pass undivided, whilst they 
carry with them the small gas bubbles contained in the latter. 
The slag thereby soon loses its frothy appearance and sinks 
down, but still gas bubbles rise up from the bath in regular 
streams and invest it with a deceptive similarity to a boiling 
fluid—the bath “ boils.” 

A regular boil is of the greatest importance for the open- 
hearth furnace process. Firstly, the bath is thereby more 
intensely mixed throughout, and can react better than ever 
could possibly happen by the action of any kind of mechanical 
mixing devices whatever. Secondly, the heat exchanged 
between the flame and the bath takes place in a more active 
manner, in that the colder bottom layers of the bath are 
always again brought to the top and exposed to the action of 
the flame. Lastly, owing to the boil, the direct chemical 
action of the flame is strengthened which is essentially only 
interpolated, since the ascending gas bubbles lift particles of 
the metal above the slag covering and bring them, if only for 
a moment, in direct contact with the flame. But the role 
repeats itself uninterruptedly; thus in spite of the apparently 
protective slag covering there takes place during the whole 
period of the lively boil a direct transference of oxygen from 
the gases of the flame to the metal. It thus in consequence 
forms scale which, by sinking back of the particles of iron 
through the slag covering, is washed off and dissolved in it, 
and in consequence becomes active on the carbon as dissolved 
iron oxide. 
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With lessened carbon content the boil diminishes, and 
presuming that there are, up to then, at all times sufficient 
amounts of oxygen present in the slag, at about 0*1 per cent. C 
becomes quite feeble, in that only isolated gas bubbles rise up 
out of the bath. 

Inseparably accompanying the removal of the carbon is 
another weighty occurrence, the raising of tho melting point 
of the metal. The lower the metal is in carbon, the less 
fusible it is. Therefore, during the entire period of the 
removal of carbon, a largo quantity of heat must bo introduced 
into the metal. When tho decarbonisation is ondod, the metal 
then lies quietly again, and the transference of boat to tho 
lower layers can only occur by conduction, and this takes placo 
more slowly than the radiation of heat through tho hearth. 
The lower layers of metal cool down, therefore, and bring the 
bath into a condition which does not longer allow of smooth 
casting. Therefore, the charge must be tapped as soon as the 
carbon content has been brought down to the desired 
extent. 


5. Sulphur (in Basic 0pkn-H n aiitu Fuunaoks). 

In addition to the substances Si, P, Mn and C, considered, 
there are other substances which are never entirely absent in 
iron, and the properties of the same in all cases act wholly 
unfavourably. These substances are sulphur and oxygon. 
Both, even in extremely small amounts, give rise to rod-short¬ 
ness and since iron in all working in forgo fires has an 
opportunity at least to take up sulphur, so is one obliged to see 
the smallest possible content of the same in the products of tho 
open-hearth furnace, if one intends to make only really first- 
class metal. Iron combines easily with sulphur, and it is capable 
of taking this up from otherwise stable sulphur compounds. 
Amongst others, also, it decomposes sulphate of lime (accord¬ 
ing to Finkener, “ St. u. E.,” 1908, p. 1021, and 1898, p. 50), 
according to the equation CaSO-i+lFe — FoS+OaO + BFeO 
and the sulphur goes over into tho iron as iron sulphide. 

The author has in remembrance an instance in practice 
where, by inadvertence, some 100 kilogrammes of old boiler 
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tubes which contained large amounts of boiler scale were put 
into an otherwise faultless charge. The sulphur content of 
the metal was thereby so highly increased that it caused great 
trouble to overcome the red-shortness and make the material 
to some extent usable. Nearly all fuels for producer working 
contain sulphur, which goes over into the gas as sulphurous 
acid, and then in the flame comes into most intimate contact 
with the charge. In the combustion chamber, a portion of 
the sulphurous acid is oxidised to sulphuric acid, which 
combines with the lime into lime sulphate. The latter can 
then be reduced by the iron, whereby the sulphur must go 
over into the metal. 

Fortunately, there are generally forces at work in the 
furnace which oppose the taking up of sulphur from the gases 
of the flame, so that such can only seldom happen. This 
opposition is supplied by the manganese in the iron, which 
takes up the sulphur, and with it and iron forms a substance 
which is soluble in the slag as well as in the metal. Owing to 
this, the sulphur content divides itself between the two media, 
but MnS further has the property, in contact with free oxygen, 
of giving off the sulphur as SO 2 , which escapes from the 
furnace, so that the slag is robbed of its sulphur content, and 
thus new amounts of sulphur are able to reach it from the 
metal. Thus manganese acts in removal of sulphur from the 
iron, and this property is utilised partly in the mixer and also 
in the transfer ladle, and in the basic open-hearth furnace. 
In this connection, Dr. Kintzl6, of Aachen, has given examples 
in “ Stahl und Eisen” of 1897, pp. 386 and 388, of which 
some are given in the table on p. 169. 

One sees that owing to the manganese, large amounts of 
sulphur had already been removed in the transfer ladle, and the 
further removal of the same down to about one one-hundredth 
of 1 per cent, easily took place in the mixer. Complete 
removal of sulphur cannot be obtained in this way, as, 
according to Professor Osann, “ with progressive desulphuriaa- 
tion such an increased inactivity in the course of reaction must 
follow that finally it requires such a large amount of time as 
is never practically at disposal.” 

In the basic open-hearth furnace, desulphurisation proceeds 
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Pip; Iron talcf;n from Blast Furuaeo. 

On beinp; |i<mml into 
the mixer, the metal 
contained 

()n beinp; poured into 
the convertor, the 
metal contained 

Tim<». 

Pip, iron, 
K-. 

Mn. 

s. 

Mn. 

s. 

j Mn 

s* 

2-0 

31,350 

1*03 

0*19 

0-85 

0-10 

_ 

_ _ 

2-45 

33,050 

1*17 

0*17 

0*92 

0*09 

— 

— 

8-30 

32,350 

1-97 

0*08 

l-4‘2 

0-0G 

_ 

-— 

4*30 

10,400 

1*13 

0*20 

0*86 

0*10 

— 

—. 

5 03 

— 

— 

— 

— 

0*90 

0*04 

5*32 

.— 

— 

— 

— 

— 

0-90 

0*06 

5*30 

44,700 

1*08 

0-19 

0*98 

0*14 

— 

— 

5*54 

—— 

—. 

—- 
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— 

0*89 

0*04 

6*18 

^— 

i _ 

— 

— 

— 

0*84 

0*04 

6 37 

— 

— 

-- 


— 

0*89 

0*05 

6-45 

22,800 

1*55 

0*12 

1*08 

0*09 

— 

— 

6*50 

— 

— 

— 

— 

0-84 

0*04 

7*00 

21,700 

1*22 

0*17 

0*97 

0*11 

— 

— 

7*10 

— 

— 

— 

_ 

0*84 

0*05 

7*30 

— 

— 

— 

— 

— 

0*84 

0*05 


slowly, and is accompanied by considerable expense in 
manganese. In a South Russian iron works, for example, 
a charge of 20 tons which contained 0*50 per cent. S and 
0*40 per cont. Mn, required additions of a total of 1,100 
kilogrammes of 20 per cent. Spiegeleisen and 2,100 kilo¬ 
grammes of 80 per cont. ferro-manganese in successive 
instalments in the course of three hours, reckoned from the end 
of the decarbonisation. The final product contained 0*05 per 
cent. S and 0*71 per cent. Mn. 

Manganese ore acts similarly to metallic manganese, and 
after its solution in the slag and its being reduced by carbon 
small amounts of manganese are always brought into the 
metallic iron, which then react on the sulphur in it. A. Riemer 
gives an example thereof in “ St. u. E.,” 1902, p. 1861, in which 
16,400 kilogrammes pig iron with 0*84 to 0*92 per cent. S and 
0*42 Mn was worked. The metal was charged with an addi¬ 
tion of 2,100 kilogrammes iron ore and 2,800 kilogrammes 
manganese ore, and showed directly after molting down a 
content of 0*22 per cent. S, 0*18 per cent. Mn and 0*04 per 
cent. 0. An ordinary charge would have now at most 
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demanded an hour to be ready for tapping; this charge, 
however, required for its high sulphur content to remain in 
the furnace four hours, and received total additions of 
660 kilogrammes pig iron, 900 kilogrammes 26 per cent. 
Spiegeleisen, and 250 kilogrammes of ferro-manganese, ami 
yielded a finished product which contained 0*120 per cent. 
0*56 Mn, and 0*08 0. There was thus necessary throe 
hours longer furnace working and a considerable oxpenno 
in materials in order to bring down the sulphur content 
of 0*22 per cent, (after melting down) to 0*12 por cont., thus 
only-to remove 0*10 per cent, from it. 

It has been sought to remove sulphur by other means; thus 
San iter has proposed calcium chloride in conjunction with a 
very limey slag, which is rendered thin by means of fluorspar. 
This process shares with desulphurisation by manganese tho 
like disadvantages of great expense in material and time, and 
is as a result unsafe. It has not, therefore, boon possible in 
practice to adopt it. 

In the most recent times, experience with tho production of 
steel in the electric furnace has apparently furnished full 
explanation as to the problem of complete removal of sulphur 
from iron. According to Dr. Ing. Geilenkirchen and Professor 
B. Osann ( i( St. u. E.,” 1908, pp. 873 and 1071), sulphur can 
only be completely removed from the iron if it is converted 
into a form in which it is soluble in the slag, but not in tho 
metal. This form is calcium sulphide. In order, however, 
that CaS can be produced, the slag must be free from metallic 
oxides, since otherwise (according to Professor B. Osann, 

“ St. u. E.,” 1908, pp. 1501 and 1507) iron sulphido will bo con¬ 
tinually reformed according to tho equation Ee() + GaB=KeS 
+ CaO, and thereby any sulphur removed must bo returned 
to the metal. 

In order tha'c the slag should maintain freedom from oxides, 
reducing agents such as calcium carbide or forro-silicon must 
be added, and for possibility of its existence free from metallic 
oxides, enormously high temperatures must be employed. 
The latter condition the open-hearth furnace is not able to 
fulfil, and therefore a very complete desulphurisation is not 
possible therein. The difficulties of desulphurisation in the 
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basic open-hearth furnace have above all led to the conviction 
that it is more profitable in general to waive desulphurisation 
in this apparatus, and only to employ as much as possible 
sulphur-free materials for the charges. 


6. Oxygen in Iron. 


Oxygen is contained in all classes of iron, but only in very 
minute amounts. In larger amounts, it is only contained 
in iron by the treatment of the same in the open-hearth 
furnace itself, inasmuch as the free ferrous-oxide contained in 
the slag is soluble in the molten metal. The estimation of 
oxygen in iron by analysis is accompanied by very great 
difficulties, whence one does not know exactly how much the 
amounts are which can be taken up by iron under changing 
conditions. 


According to Ledebur, iron contains carbon and oxygen as 


under :— 


By overblowing in 
Basic Bessemer J 
Convertor 


Siemens-Martin 

Steel 


Horde 

0*024 

C 

0*07 

0 

Not given 

0*037 

0 

0*244 

: 0 

Konigshutte 

0*01 

0 

0*07 

0 

Not given 

0*05 

0 

0*171 

O 

Not given 

0*123 

c 

0*187 

0 

Biesa 

0*10 

0 

0*03 

0 

Oberhansen 

0*14 

0 

0*03 

0 

Bochum 

0*19 

0 

0*07 

0 


One assumes that the oxygen is combined with iron as FeO. 

There is in FeO per unit Fe^=0*29 unit 0 . . . (36) 

In spite of the amounts of oxygen which go over into the 
iron being in small ratio to the weight of iron, one can daily 
observe that iron takes up oxygen; that by themselves large 
amounts of reducing agents are not capable of completely 
bindering its entry, as well as that the resistance which they 
oppose to this entry, is of different amount. Carbon, phos¬ 
phorus and silicon, for example, act very imperfectly, which 
possibly indicates that the velocity with which they are 
capable of keeping in motion and endeavouring to attain 
uniform distribution in the iron is relatively small, and that, 
therefore, oxygen is capable of removing these reducing 
agents in the portions where it has penetrated more rapidly 

I y 

CASN£GI£ INSIHUIE OF [ECfMOlOlil 
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than they can make compensation for by replacing themselves 
from further removed portions. 

The first token of the penetration of oxygen is red-shortness, 
which, according to Wedding, begins already at 0*01 per 
cent. 0, whilst with a content of 0*05 per cent, iron will be 
made in a state of being totally unusable. The phenomenon 
of red-shortness is not able to be got rid of by the presence of 
even large amounts of the three reducing agents named ; this 
can only occur by means of manganese, which, in spite of its 
not being capable of bringing about complete removal of the 
oxygen, must nevertheless be regarded as the best destructive 
agent for the ferrous oxide dissolved in iron. One can, there¬ 
fore, use manganese also as a preventive agent against red¬ 
shortness, by means of large additions thereof to the charge. 
This takes place nowadays in all cases where metal of the 
highest quality is to be manufactured. So long as the man¬ 
ganese content remains sufficiently high (about 0*3 per cont. 
may be regarded as the lowest limit), oxygen cannot be present 
in the metal in noteworthy quantity. The grounds for this 
are as follows :— 

(a) Manganese has great affinity for iron, and small amounts 
thereof are retentively held from splitting away. There 
further takes place a state of equilibrium between the man¬ 
ganese in the metal and the manganese in the slag, and the 
more the manganese contained in the metal, the quicker this 
state of equilibrium will be attained. The slag can further 
only take up a specified maximum content of metallic oxides, 
and the more manganese oxide contained in it, the less must 
its content of ferrous oxide become. It is, however, clear that 
a slag rich in manganese oxide, notwithstanding its possibly 
very high oxygen content, cannot react so powerfully on the 
manganese in the charge, as would be the case, if its entire 
oxygen content were combined with iron. Therefore on the 
one hand the manganese content of the metal is less diminished, 
and on the other hand, by exhaustion of ferrous-oxide in the 
slag, the carbon suffices to reduce manganese-oxide and return 
it to the metal, in which it is enabled to more energetically 
attack the traces of ferrous-oxide which have penetrated it 
than the remaining reducing agents are capable of doing. 
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(b) If one makes the manganese content of the charge not 
under 3 per cent, it is possible to blow a metal in a basic 
Bessemer convertor, which without further additions is not 
red-short, and which works well. 

(c) The same is able to be achieved in the basic open-hearth 
furnace. Here, however, one can also add the metallic man¬ 
ganese by means of the oxygen compounds of the same. But 
in this case, one must specially take care that at the end of 
the decarbonisation the slag is so poor in oxygen that reduction 
of manganese from the slag must be compelled to result. 

(d) Oxygen penetrates into the iron from a slag rich in 
oxides in the greater amounts, the more the content of reducing 
agents in the same is lowered. The metal will thereby become 
unfit for any working, and must then be regenerated by means 
of deoxidation, to bo discussed later. 


(/) Composition and Fuopmmns of tiim Slag. 
(1) Content of Metallic Oxides in the Klatj. 


The composition of the slag under the influence of the 
metal is other than that which is determined by the action of 
iron oxide on the furnace structure. 

Unfortunately, very little has been written about the first 
slags which originate on .the melting down of iron in basic 
open-hearth furnaces ; the only communication which the 
author has at disposal is due to F. W. Harbord of Bilston 
(“ St. u. E.,” 1886, p. 812). He employed a charge of 67 per¬ 
cent. pig iron and 30 per cent, steel scrap and 3 per cent, 
spiegeloisen, and investigated the slag I. which had formed 
itself before the melting down of the metal, and the slag II. 
which was given rise to after about one-third of the charge 
was melted down. 

He obtained the following figures 


mm i. 

Si( ) a . 8*5 por coat 

FoA . • • 4*3 „ 

FoO . . . (5 3*0 „ 


S1«K II. 

Not given. 
*1*2 por cent. 
32 *17 „ 


One sees that the chief constituent of the slag Is ferrous oxide 
which is derived from scale, and is dissolved in iron silica te. 
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For slags in basic open-hearth furnaces which are deliberately 
created from natural iron oxides brought into contact with 
metallic iron, recently more examples have been brought forth, 
derived from the pig-ore process with molten charges. 

Dr. Ing. Th. Naske gives in “ St. u. E.,” 11)07, p. 201, Table (!, 
the analysis of a slag prepared from iron oxide and limestone, 
which had made its appearanco thirty minutes after pouring 
molten pig iron into a furnace. 

The slag contained:— 

FeO 47'88 per cent., FeaOs (>T() per cent., Mil in'22 per 
cent., SiOa 17'68 per cent., P a O r , 2'hi per cent. 

A slag similarly produced, in which the content of lime and 
magnesia is also given (ibid., p. 2(>7), contained 

Fe 36'05 per cent., Mu lfi'Ol per emit., Sith. 20-85 por 
cent., CaO 11'50 per cent., MgO 1*20 per cent., 1 \>() ; , l\t<) p 0 r 
cent. 

Here also the chief constituent is ferrous oxide, which, with 
iron peroxide, is dissolved in an iron silicate. 

The slag formed at the commencement of the process dees 
not retain its high iron content long, since the metallic oxides 
are gradually reduced down to small amounts by the reducing 
agents in the 1 iron, whereby tho fluidity of the slag is not sub¬ 
stantially lowered. On tho attainment of a state of equilibrium 
between metal and slag, tho metallic oxide content of the 
latter will manifestly bo the smaller, the more reducing agents 
are present in the metal. 

It is doubtless of great interest to know tho conditions for 
such an equilibrium; unfortunately, however, no scientific 
investigations thereon have been presented. One can never¬ 
theless obtain data from the available examples from open- 
hearth furnace practice, which are able to render good service 
as approximations. 

On p. 175, I able P, are set out analyses of slags, which 
have been a long time in contact with metal and have no 
longer exercised specially perceptible influence thereon. In all 
cases the reaction had thrived so far that it had been found 
necessary to interrupt the process, or to make further attack. 
The slags have occurred in basic furnaces of the most, different 
systems, and in the most different parts of the world, and one 
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can therefore assume that a large portion of the possible 
•working contingencies had received consideration. For com¬ 
parison the composition of the correspondingly belonging 
metals is given, and the analyses are arranged according to 
the carbon contents of the metals. 

One sees that with a fall in the carbon content of the metal, 
the content of metallic oxides in the slag rises as under: 


Per cent. C in Metal. 

About 3*75 
„ 2*7 

„ 0*4 to 0*1 


Metals contained in 

Fe per cent. Mn per cent. 

1*5 • 1*5 

6-0 . Not given 

4*85 to 18*39 . 4*85 to 17*(> 


The field in the case of complete decarburisation is very 
great. If one, however, looks into the individual analyses more 
closely, one finds that all the works cited exhibit values lying 
much nearer one another. 


The Ural Works, viz. . - . 4*85 and 0*1 percent. Fe 

The Polish Works, Ex. 7 . . • *’1 ,, 

Talbot process in America, Ex. 18 . • 10*29 ,, ,, 

Steelton Works in America, Ex. 14 . . 9*7 ,, ,, 

South Eussian Works, Ex. 22 . . • 9*0(> ,, ,, 


The metallic oxide appears therefrom as a constituent of the 
slag whose amount evidently admits without difficulty of being 
lowered to at least 10 per cent. Fe. One must further assume 
that, with an iron content in the slag of the height given, 
it is at least approximately in equilibrium with the hath of 
metal, and that at least the cases show that with somewhat 
higher iron contents, such does no longer permit a specially 
great action on the metal, since notwithstanding this con¬ 
dition it was possible to produce a good final product. 

One can thus for practical purposes regard the state of 
equilibrium in respect of the slag and reducing agents in the 
iron as being reached if the content of iron in the slag has 
been lowered to 10 per cent., corresponding to 13 per cent. 
FeO . . . (37). 

On the grounds already laid down in the discussion on the 
proportions of manganese oxide in the slag and oxygen in the 
iron, it appears desirable, for the production of a faultless 
final product, to have the manganese content of the slag at 
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least as great, so that 10 per cent, manganese corresponding to 
13 per cent. MnO also should be present in the slag. 

Thereby the amounts of metallic oxides in a good final slag 
are fixed at about 26 per cent, of its weight. 


(2) Relative Proportions between Acids and Alkaline Earths 
in Final Slags. 

For the estimation of the relative ratios between acids and 
alkaline earths in good final slag, the chemical constitution of 
the same will furnish the best basis. Unfortunately, this 
question has not as yet received its theoretical answer, and 
thus there remains nothing left but to utilise as a basis and 
investigate the slag analyses from practice, and to derive in 
purely empirical manner from a great numbor of these, data 
which are able to be of value in practice. 

The most essential property of the slag is its fluidity. As 
fluxes for the final slag, since the major portion of it consists 
of bases, only the two acids, silicic acid and phosphoric acid, 
are aide to be taken into consideration. H. 11. Campbell takes 
evidently the same view, if he desires for a good final slag a 
content of 26 to 27 per cent. SiOa+lW Those figures pass 
however, only seldom to other proportions. 

Nowadays one generally assumes that the phosphoric acid 
in the final slag is always present in a form of phosphate of 
lime, and it is quite defined. There must thus be P 2 O 5 
and CaO always united in quite definitely rolative ratios to 
each other. 

If one further assumes that this limo phosphate consists of 
the tetrabasic phosphate Ca-iI^Oy, there is thus in it per unit 
of weight P*0 5 ; 1*58 weight units CaO, which yields 2*58 
weight units of Ca.jlkAj. 

Bince the phosphoric acid almost always is only derived 
from the P in the charge, there originates from 1 per cent. P, 
2*29 per cent. P^Or,, which requires 3*61 per cent. CaO and 
yields 5*9 per cent. Ga^On . . . (38). 

One can thus accordingly deduct the phosphoric acid in the 
form of lime phosphate in slag, and thereby make the latter 
more easily reviewable in respect of its remaining ingredients. 

BS. N 








Table Q.—Slags on Decarburisation op Metal down to 2 to 3 per cent. 
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Table E.—Final Slags after Complete Decarburisation. 
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After elimination of the lime phosphate, the slag presents 
itself as an, of course, hypothetical silicate slag, to which one 
can ascribe the property of holding in solution the corre¬ 
sponding amount of lime phosphate. One can then further 
estimate for each example, from practice, how much silicate 
slag per unit SiO a was formed, how much alkaline earth 
was necessary for its formation, and how much silicic acid 
was required'to form the hypothetical silicate, slag, which was 
capable of dissolving the lime phosphate, due to l unit phos¬ 
phoric acid. In order to obtain better analytical material for 
these calculations also, such analyses are taken in which only 
the three principal substances SiO-j, l\A» and Fo are 
given. 

A comparison of the results given shows that the slags 
may very well be divided into two classes, of which the 
first is formed by the case of deearlmrisation to about 
2 to 3 per cent., the second the case of complete deearhuri- 
sation. 

Table Q. “ Decarburisation of the metal to about 2 to 3 
per cent.” (p. 178), unfortunately only contains analyses 
for highly phosphoric materials by the Bertnuul-Thiel process, 
since others are not at disposal. For low phosphorus 
materials, the material is inadequate on the ground that the 
ending of a process with such high carbon contents practically 
never takes place; in order, however, nevertheless to have 
some approximate data, slags are also taken which occur in 
tho usual pig iron-ore process, notwithstanding that the. high 
iron content of these slags indicates that their oxygen content 
was not as yet exhausted, owing to which they could not be 
regarded as intrinsically good final slags. 

Table B. “ Final slags on complete de.carburisation of the 
metal.” (p. 180), contains, on the contrary, slags from all 
parts of the world, and from furnaces of the most widely 
different construction. 

One sees at once from both tables that lime phosphate 
appears oasily soluble in the* hypothetical silicate slag, inasmuch 
as one unit of weight of PaOr, in the form of limn phosphate 
can be contained in an amount of hypothetical silicate slag, 
in the formation of which only 0*08 to 0*7 units of weight 
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of S 1 O 2 were necessary, one and the same whether the 
decarburisation had only taken place to small extent or had 
taken place completely. Thus a total quantity of silica sufficed 
of an amount of 0*7 -f- 2*29, or 0*8 units of weight, per unit 
of weight of P in the charge . . . (89). 

An astonishing condition is disclosed by the silicate slag; the 
iron content of which apparently admits without difficulty of 
being brought down to approximately 10 per cent, in it, even with 
the highest amounts of calcium phosphate in the total slag. 
One may therefore very well assume that the before-quoted 
minimum amounts of metallic oxides, viz., 10 per cent. Fe 
and 10 per cent. Mn, corresponding to 13 per cent. EeO and 
13 per cent. MnO, can be taken possession of by the 
hypothetical silicate slag alone. 

Investigation of the question of how much hypothetical 
silicate slag can originate from 1 unit of weight of silica, 
discloses that these amounts are much greater in tho case of 
complete decarburisation than in only partial decarburisation. 
Whilst on complete decarburisation, there are on an average 
in the silicate slag 4*78 unit weights of silicato slag per 
unit of weight of SiOa, which slag thus contains about 
21 per cent. Si(\ thoro are formed on an average on decarbu¬ 
risation down to 2 per cent, to 3 per cent, only 2*9 parts (40) 
of this silicate slag per part of HiOa, so that this slag shows 
about 34 per cent. SiQa- 

These estimates are now sufficient in order to fix the demand 
of the silicate slag for bases, having regard to the condition 
that other impurities also (some clays) in amounts of 
approximately 4 per cent, get into the slag. The composition 


he slag must then be as 

under 

In tins ouho 
of oomplolo 
tU'carbui’isatiou. 

nmirtiuriNut.Ion 
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The requirement of CaO and MgO per unit SiOo in tlui bath 
thus is derived as being 

(41b and 

(4U). 

With the aid of these figures, the composition of any 
desired charge, which should have a, good final slag, admits 
of being fixed, and likewise admits of the ascertainment of the 
amounts of all necessary additions. 

A good final slag should mala', its appearance as a yuiotly 
flowing mass of creamy consistency. A bar of iron dipped 
into the slag should, on being taken out of the furnace, be 
covered with a uniform crust of slag of about 2 to d millimetres 
thickness, which after cooling down should exhibit a dull 
grey-black tint. 

In the test spoon, the slag itself should How quietly like oil; 
if it is taken out with fluid metal, it. should not he effervescent. 
It should ho easily stripped off the steel test, hut admit of 
being held hack, so that the latter can he cast free from slag 
into the test mould. An effervescent state shows that the 
action of the slag on the metal is still under full way ,* excessive 
fluidity is an evidence of an excess of metallic, oxides, hut 
with high carbon metal is at times, also, of an excess of 
silica. 

Viscosity is a sign of an excess of earthy bases, or too high 
magnesia content. At times, this viscosity suddenly makes 
its appearance at the end of the charge', after large additions of 
manganese, and one has sought to explain this phenomenon by 
manganese sesqui-oxide Miiudj making its appearance, which 
may be insoluble in the slag. 

One can bring too thin a slag to tho proper consistence by 
means of addition of lime and especially magnesia, whilst too 
thick a slag can he made more lluid by addition of silica, 
but the latter means must naturally be employed with caution 
with highly phosphoric charge*,s. Also, fluorspar rapidly 
makes the slag fluid, but, however, tins material is only 
employed in rare instances. 


f^=2-38 CaO and Mg() 
15=1-06 CaO and M«0 





THE CHEMICAL ACTION OF THE FLAME 185 


( g .) The Quantity of Slag. 

On the basis of the before-going assumptions, the quantity 
of slag which must occur under good management on any 
given charge admits of being ascertained. The final slag 
consists of— 

(1) Hypothetical silicate slag which originates from the 
silicon content of the metallic charge; 

(2) Phosphate slag, which is formed from the P content of 
the charge; 

(8) Hypothetical silicate slag, which is produced from the 
silica of the furnace structure; and also 

(4) The silica content of all other materials put into the 
furnace. 

It appears possible to derive the amount of the final slag 
from the composition of the charge and the quantity of slag 
which will be formed under the circumstances mentioned 
under heading (8). In this connection, however, a circum¬ 
stance arises which will soon be considered, viz., One has 
always remarked that silicon, phosphorus and manganese are 
very rapidly removed, whilst carbon removal throughout 
requires a longer time. In all cases where the carbon content 
of the charge is increased, the duration of the heat, and 
therewith also the wear of the furnace structure is increased, 
and, indeed, approximately proportionally to this increase. 
It, therefore, appears admissible to regard the removal of 
carbon, the product of which, 00, has itself nothing to do 
with the slag, as of influence on the quantity of the slag, and 
this occurs most simply (if also not quite free of objection), if 
one allocates the entire amount of silicate slag which grows 
from the using up of furnace structure, to removal of carbon. 

On this hypothesis, in the case of the complete decarburisa¬ 
tion, a final slag is originated as under :— 

From each 1 per cent. Hi in the charge (from formulae 80 
and 40) 2*14x4-78=10*28 per cent. . . . (42) and from each 
1 per cent. P (from 88) 5*9 per cent. In consequence of the 
carbon content of the metal there originates (if from the 
furnace structure according to (80) there is a total of 0*45 per 
cent. Si02 in the slag) 0*45x4*78=2*15 per cent. „ , . (48). 
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Finally, from each unit of weight of Si0 2 which indepen¬ 
dently reaches the slag, there is, according to (40), 4-78 per 
cent, of final slag . . . (43a). 

The manganese content of the charge does not require to 
he taken into consideration in the calculation of the quantity 
of slag, since the manganese protoxide originated from it is 
already contained in the silicate slag. 

( h .) Charge Shrinkage. 

The removal of the reducing agents from iron causes 
naturally a diminution of the weight of metal, or charge 
shrinkage. The extent of this is, however, not simply equal 
to the amount of the reducing agents eliminated, but these 
are accompanied by such quantities of iron as go into the 
slag in combination with oxygen. The iron oxides in the 
slag can, of course, partly come from the auxiliary materials, 
for example, the hearth, but the quantities of iron from these 
sources are often extremely small, and it appears more useful 
to regard them in calculations as completely derived from the 
metallic charge. 

From this it is indicated that the quantity of slag is depen¬ 
dent on the kind of reducing agents employed, and, therefore, 
admits shrinkage being brought into relation with these 
agents. Were it assumed in the calculation of the quantity 
of slag that the carbon content in the metal, in consequence 
of the wear of the furnace structure, yielded 2T5 per cent, 
slag, it is now further known that this slag must contain 
10 per cent, of iron, which thus is 2T5x0‘l=0'2 per cent, 
taken on the metallic weight. The loss which originates 
owing to the elimination of the carbon content is, therefore 
=C+0'2 per cent. . . . (44). A silicon content of 1 per cent, 
yields from (42) 10-23 per cent, final slag, in which the Fe is 
10 per cent.=about l'O per cent, on the charge, and thus loss 
which must result owing to an impurity of 1 per cent. Si must 

amount to 1 per cent.Si+1 per cent. Fe= 2 per cent. . . . (45). 

A silica content of the charge, or of the excess materials 
added, gives rise for each kilogramme of SiOa according to (40) 
to an amount of slag of 4*78 kilogrammes; this contains 
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4*78 X 0*1=about 0*5 kilogramme Fe; and an amount of silica 
of 1 per cent, on the weight of charge derived from all auxiliary 
materials, in addition to the wear of the furnace structure, 
is thus the cause of a furthur iron loss of 0*5 per cent, of 
iron . . . (45a). 

The loss of charge which is produced owing to the agents 
Mn and P is equal to the amounts of these materials elimi¬ 
nated, since according to the method of calculation adopted, 
the resulting quantities of slags do not contain iron. (The 
manganese protoxide is calculated as silicate slag, and the 
phosphate of lime is assumed to be dissolved in the silicate 
slag.) 

( L ) The Result of the Chemical Action of tiie Flame. 

The chemical action of the furnace gases manifests itself in 
the transfer of oxygen to the metallic charge. The primary 
action is scale formation, which in turn gives rise to slag 
formation ; the oxides in the slag act now, under the influence 
of the heat liberated by the furnace gases, on the reducing 
agents in the metal, whereby the composition of the metal as 
well as that of the slag is changed. 

If, however, the composition of the materials charged and 
of the finished metal, and the composition of the final slag 
are known, so the means are given of measuring the oxidising 
action of the flame. 

The amount of oxygen liberated by the flame is contained 
in the oxidation products of the agents attacked. From the 
loss of Si, P, Mn and C by the metal, one can ascertain by 
use of the values given by (32) to (35) the quantities of oxygen 
which have been absorbed by these agents ; whilst the balance 
is present in the amount of ferrous oxide, which is contained 
in the final slag. 

The oxidising action of the furnace gases is naturally very 
varied; nevertheless one can in goneral assert that most of 
the large furnaces at present employed are able by means of the 
oxidising action alone, to work charges of steel, which consist 
of about 30 per cent, pig iron of a composition of about 
4 per cent. C, 2 per cent. Mn, 1 per cent. Si, 0*5 per cent. P 
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and 70 per cent, scrap. The mean composition of such a 
charge is about as follows:— 

30 kg. Pig Iron with 1-2 kg. 0+0-3 kg. Hi + O-liO kg. Mn+O-lfl kg. 1> 
70 ,, Scrap ,, 0'07 ,, 0+ i 0*.>.> ,, Mn [ O’O t ,, 1* 

100 kg. Charge P27kg.U+(>-3 kg. Hi 4 0-0,7 „ Mn f 0'22 kg. P 

Contained in final motal 0-10 „ 0 4 0‘30 „ Mn pO-03 „ P 

Thus have boon climinatodl-17 kg. 0+0-3 kg. Hi kg. Mn (■ 0'17 kg. P 

The amounts of oxygon required for elimination of the 
above are:— 

1-17 kilogrammes 0 X1 -33 (from 33) 1 -.VI pm- emit,. (> 

0-30 „ Hixl‘M( 02) 0-31 „ O 

0-65 „ MnxO-20 „ O') «>’> u • > <> 

0-17 „ Px l'2‘.l ( „ 33) 0-22 O 

Total 2*29 por (‘out. O 


For the estimation of the oxygen combined with iron and 
remaining in the slag, the weight of the slag must be fixed. 
Let it he assumed that the charge is contaminated with 1 per 
cent, of sand. The amounts of phosphoric acid and silica 
which must go into the slag can bo ostimated as follows :— 

1\A Hil >;, 

From charge . 0*17x2*29 0*39 por oont. 0*3x2*14 per font. 

„ Hand in charge 1*00 „ 

,, fiirnaco Btruciuro (from 30c) 0*13 ,, 

Total Jy\ 0*30 por oontT" Hi< 2*00 por omit 

Lime required is ascertained thus :~ 

0*39 IV ) ft X 1 *58" - ()*()2 por cent. CuO. 

2*09 Si0*2X2*33 :4*H7 

Total 3*49 por emit. (’a() 

Of which there will come from the basic structure 

(vide 31a) 4*43 por cent. 

Leaving 1*04 por cent. (-a() 

which must b© added in the form of 2x1 *04=2*08 per cent 
limestone (vide S1b). 

This limestone brings again 2 per cent. Hi0 2 or 2*08x0*02= 
0*04 per cent. Si0 2 into the slag, so that there is present a 
total of 2‘09-f 0*04=2*18 per cent Si0 2 . 
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Herefrom the quantity of slag may be ascertained thus:— 

Hypothetical silicate slag {vide 40) 2*13x4*78=10*18 per cent. 

Phosphate slag {vide 35) 0*39 X 2*58= 1*00 ,, 

Total slag (on weight of charge) 11*18 per cent. 

A good final slag should (vide 37) contain 10 per cent, iron ; 
thus in the final slag under consideration, there must be con¬ 
tained 1T18 per cent. Fe, with which there must be combined 
(vide 86) 1T18x 0*29=0’32 per cent. O (taken on weight of 
charge), 

Thus the total amount of oxygen given up by the furnace 
gases is 

In eliminating impurities . . .2*29 per cent. 

In oxidation of iron itself . . .0*32 „ 

Total (based on weight of charge) . 2*61 per cent. 


One sees that the furnace action is quite considerable. Of 
the same 2*29 per cent., or 88 per cent, of the total action of 
the furnace gases, is devoted to changing the composition 
of the metal, and only 0*29 per cent., or 12 per cent, of the 
total action, was not used for the essentially refining process. 
If one takes the “ chargedure ” as abscissa, and the amounts 
of oxygen taken up as ordinates in a system of co-ordinates, 
one obtains the diagram below :— 



Total O 

O TorSi+P* Mn+C 


Ofor$/+P+Mn 
0 for S/+P 
0 for Si 


The upper line OC gives the total amount of oxygen trans¬ 
ferred, whilst the under line OB shows how much oxygen has 
been brought into use in changing the composition of the 
metal. The latter line will actually probably have taken 










190 THE BASIC OPEN-HEARTH STEEL PROCESS 

the course of the dotted line. From the space between the 
lines OC and OB one can derive the amounts of oxygen which 
at each moment have been contained in the slag. The'values 
are not quite exact, because the changes which the weight of 
the metal has undergone during the process have not been 
taken into account. The same is, however, very small and 
cannot essentially influence the result. 

An example, from which the oxidising action of the furnace 
is apparent for a special case, is cited in “ Stahl und Eisen, ’ 
1905, p. 1388, as follows :— 


Heat 3215. 

Per cent. Per cent. ^ Per cent. Per cent. 

Charge, 6,560 kilogrammes pig iron 3*44 C + 2*66 Si. + 0 07 P + 0*7<S Mn 

„ 13,120 „ scrap „ 0-09 O + — -j- 0-03 P + 0-o() Mn 
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C. 
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p. 
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®! 
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m 

Ph 
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< fc 
ph 

CaO. 

Per cent. 

Mg.O. 
Per cent. 

6*0 to 
8*0 

1 

1*2 

0*89 

0*04 

0*59 

— 


— 



— 

9*40 


0*17 

■ 

0*01 

0*20 


— 

— 

— 



10*0 

240 

0*09 

— 

091 

0*25 

9*23 

8-56 

28*00 

2*25 

37-89 

6*48 

10*20 


0*08 


0*01 

0*65 

7-52 

9*46 

24*70 

4*66 

38*83 

8*29 

10*37 

277 

0*07 

— 

0*02 

0*60 

7-39 

12*01 

22*50 

5*89 

37*25 

8*24 


Remarks. 


Calculated. 

l Seedy boil. 
After testl 
addition of 
16 0 kilo¬ 
grammes 16 
per cent, 
spiegel and 
3 2 kilo- 
grammes 80 
per cent, 
ferro - man¬ 
ganese. 

After addition \ 
of 160 kilo¬ 
grammes 
EeMn. 

Test of Finished 
Steel. 


The furnace action for the melting down period, as well as 
for the finishing period, admits of being calculated from this 
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example ; taking into consideration the quantities of slag for 
the intermediate stages, 1 it shows that oxygen was transferred 
from the flame gases which, calculated from commencement of 
charging to end of melting down period, amounted to 2*61 
per cent, for changes wrought in the steel and to 0*22 per 
cent, for the production of PeO in the slag, i.e., to a total of 
2*83 per cent. 0, whilst for the entire heat 2*86 per cent, was 
required for the metal and 0*22 per cent, for the slag, or 
a total of 3*11 per cent. The figures yield the following 
diagram. 



From this one sees that oxidising action of the flame during 
the fusion period is more powerful than on already fused 
metal. An example of the action of the flame on molten 
metal containing large amounts of reducing agents is given 
from the same source (p. 1389). 


Chaege S40.—Charge 19,705 kilogrammes molten pig-iron, heated without 
additions in the furnace. 
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Slag. 
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Teat 

Minutes 
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taiten. 
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c. 

Si. 

P. 

Mn. 

Fe. 

FeO. 

Mn. 

iPaOc. 

Si0 2 . 1 

. 


12-35] 
12-53 j 

l-o 

Charged 

4*44 

1*10 

0*15 

2*03 

— 

— 

— 

— 

— 

(Pig-iron from both 
( ladles. 


— 

0-65 

0*15 

2*10 

6*04 

7-76 

8*20 

0*87 

30*95 

Bath quiet. Light 

j 





| 





1 

slag covering. 

1-20 


_ 

0-65 

0-15 

2*20 

2*49 

3*20 

4*26 

0*43 

38*18 

Beaction moderate. 

1*40 


_ 

0-65 

0-15 

2*24 

1*66 

2*13 

2*61 

0-23 

39*34 

Bath warm. 

2*0 


— 

0*63 

0*13 

2*34 

1*54 

1*98 

1*81 

0*11 

39*76 

>> >y 

„ hot. 

2*20 

105 

3*87 

0-56 

i 

0*14 

2*38 

1*19 

1*53 

1*46 

0*04 

38*60 


i Herein the using up of furnace structure has been taken correspondingly to 
the “ chargedure ” as an addition of silica of 1*2 kilogramme per minute. 
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Here the quantity of oxygen amounted to 1*28 per cent, for 
the changes in the metal, and to 0'02 per cent, for the iron in 
the slag, or to a total of l'SO per cent. 

There was evidently some slag remaining in the furnace 
from the previous charge. One sees that the oxygen content 
of the slag had been considerably lowered and that iron and 
manganese had been reduced from it. 

The covering of the oxygen requirements of the reducing 
agents in the iron, and metallic oxides in the slag by the 
gases forming the flame, is still more clearly perceptible in 
the example given by P. W. Harbord, at Bilston, which has 
been already referred to. 

As no working data are given as to this furnace, the 
quantity of the slag may be approximately estimated from its 
phosphorus content and that of the charge, as follows:— 


When melted. 


Per cent. 

P eliminated . . . 1*08 

P 2 0 5 due thereto 1*08x2*29= 2-47 
P s 0 5 per cent, in slag . 12*5 

Weight of slag_247 = about 2Q 
12*5 


Four hours after melting down. 


Per cent. 

2*184 

2*114X2*29= 4*851 
16*19 

485,1 T. X 

— about 31 

10*19 


If we assume that this increase of slag from 20 per cent, 
when charge melted down, to 80 per cent, in the course of four 
hours thereafter took place at uniform rate, we can calculate 
the quantities of slag and oxygen combined with iron therein 
for the intermediate periods. The values derived in this 
manner are added to the table taken from Mr. Harbord’s 
paper, and are used in setting out the diagram Fig. 18. 

As the iron content of the slag is small, the faults which 
originate from the method of calculation can scarcely be so 
large as to efface the character of the phenomena. 

Such small furnaces are seldom employed nowadays, like¬ 
wise such very impure charges are worked by other methods. 
Apparently, on this occasion, the furnace had furnished an 
amount of oxygen equal to some 8*17 per cent, of the weight 
of the charge, the major portion, i.e., 5*80 per cent, being in 
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the four hours' duration of melting down, whilst in the further 
four hours only 2*37 per cent, oxygen was introduced into the 
bath by action on the molten metal. It further shows (as 
was apparent in the large furnace) that the reducing agents in 
the metal, beginning with final melting down, and continuing 
up to a certain limit, possess the faculty of using up more 


r f 2 3 6 7 8 9 10 



oxygen than is introduced by the working of the furnace 
They removed this oxygen from the slag which, up to the end 
of the two hours after melting down, became poorer in oxygen. 
At this time the carbon content of the metal reached 0*075 
and the phosphorus content 0*70 per cent., whilst the Fa 
content of the slag still only amounted to 5*47 per cent. 
From this it is manifest that a state of equilibrium was 
attained, since from this period onwards the carbon content 

B.S, 0 
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of the metal did not perceptibly decrease. The iron content 
of the slag, however, considerably increased. 

One sees that carbon exercises its reducing power up to 
what may be regarded as its complete elimination from the 
iron, and that it is the most powerful of all the reducing 
agents present, whilst phosphorus itself, in amounts of 0*7 per 
cent., is not able to hinder an increased oxidation of iron, 
which is apparent in the rise of the Fe content of the slag. 

The preceding example shows further (equally witli charge 
B l() in the large furnaco) how slowly the elimination of large 
amounts of reducing agents results from the oxidising action 
of the furnace alone, In order to remove 0*7 per cent, of P, 
two hours’ furnace working were necessary. 

The oxidising action of the llame is, on the one hand, the 
cause that one must add reducing agents to the charge; on 
the other hand, however, the slowness with which the furnace 
action removes an excess of these reducing agents is a ground 
for the adaptation of the composition of the charge exactly to 
the oxidising action of the furnace gases, if one wishes to 
avoid loss of time, and to obtain the largest output from a 
given plant. For a long time, therefore, a pride was taken 
in fixing the charges accordingly to fake the most direct 
possible course. 











CHAPTER XIX 


THE HEAT WORK IN OPEN-HEARTH FURNACES 

( a ) The Absolute Heat Content of Steel and Slag. 

The materials are generally brought cold into the furnace. 
They must be heated to their melting point, melted down, and 
be brought to the temperature which permits of clean casting 
of the finished product. The definition of the absolute 
quantities of heat necessary therefor is quite a complicated 
problem, the solution of which, however, must be investigated, 
since only by figures is the possibility presented to appraise 
the influence of the different factors on the course of the open- 
hearth process. 

The industry has had placed at its disposal apparatuses 
which permit of ascertainment with sufficient exactitude of 
all the temperatures coming into question. Thereby the 
temperature of castable steel has been fixed at 1,4(55—1,585° (!., 
and 1,780—1,788° has been found to be the highest attainable 
temperature of the flame in open-hearth furnaces. But in 
order to be able to ascertain from * these temperatures the 
absolute heat content which the substances possess at known 
temperatures, their specific heats must be known, and here 
our knowledge exhibits great deficiency. Dipl. Eng. l\ 
Oberhoffer (“ Metallurgies 1907, p. 495) has ascertained 
the specific heat of pure iron at high temperatures (the metal 
investigated contained 0*00 per cent. C, 0*005 per cent. P, 
0*019 per cent. S, and 0*05 per cent. Mn), and found that it is 
constant between 750° and 1,500° and amounted to 0*1007. 
A kilogramme of this iron has thus, at a temperature of 1,500” 
(at which steel is easily cast), a heat content of 250 calories. 
The metal investigated, however, was still in the solid con¬ 
dition, but would at this temperature go over into the fluid con¬ 
dition, so this heat content must be increased J)y the latent 
heat, of fusion, which according to Wedding amounts to 
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25—30 calories, but according to PI. PI. Campbell amounts 
to 69 calories. The beat content of moUen iron at 1,500° 
would thus amount to 275—280, or correspondingly 310 
calories. 

Practically, however, such a pure iron is not manufactured 
and, therefore, also the above values (having regard to the 
great difference which is caused by the questionable latent 
heats) do not appear quite usable. 

But at various times it lias been sought to ascertain the 
values experimentally, and Professors F. Wiist and L. Ijaval 
found from the increase of temperature which weighed 
quantities of water underwent, from ascertained amounts of 
molten materials, that the heat content of— 

1 kilogramme molten pig iron amounted to a moan of 277 calorics 

1 ,, ,, stool ,, ,, ,, <*><*{(> ,, 

1 ,, „ slag „ „ „ 

Wedding furnishes values for pig iron which are ascertained 
in similar manner and varied between 258 and 337 calories. 

In January, 1902, and later, the author conducted some 
similar experiments, the mention of which will possibly 
possess some interest, because we can perceive therefrom that 
the discrepancies in preliminary researches are able to he 
very small; but in spite of this the results make no pretension 
to any kind of absolute exactitude whatever, because the 
thermometer is inexact and the method generally could not 
be further worked out. Wooden buckets were used for the 
reception of the water, and indeed those were chosen because 
the metal under research in consequence of the Leiden- 
frostschon phenomenon remains at a white heat for a time 
under water, and buckets of other materials would be 
destroyed, whilst wood was only slightly singed ; but owing 
to this, as well as to the quite powerful decomposition of the 
water, which allows a quantity of gas to originate, sources of 
error are introduced, which could not bo further investigated. 
Indeed, a research was made as to the gas, which consisted of 

78*5 per cent. II, 1*1 per cent. OO a ,9*6 per cent. 00, and 9*5 per cent. N, 

but its amount could not be ascertained, since the apparatus 
failed and the experiments could not be further pursued. 
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The following series of experiments had the object of fixing 
the increase of temperature, which molten pig iron undergoes 
during its change into steel. The tests were taken from the 
furnace with the test spoon, and poured info the wafer, the 
quantity of water employed amounting to nine litres. The 
weight of the metal poured in varied between 144 and 1(>0 
grammes. Two to three parallel experiments were made for 
all determinations. 


Onrl>on—Content of Metal. 


(a) 

‘1*2N 

por cent. 

Ladle I 

(e 

L2S 

17 

Ladle II . 

(<0 

3-44 

77 

from furnace 

Id) 

2*0S 

17 

,, 

(e) 

2*04 


7 7 

if) 

1 *37 

1 7 

) 7 

(//) 

0*73 


7 7 

A) 

0*30 

77 


(0 

0*08 

7 7 

t 7 


IVsl, I. 

Test, II 

( 'ills. 

('ills. 

270 

271 

231 

233 

239 

233 

209 

272 

272 

273 

2S1 

2 7 3 

279 

27N 

293 

29S 

293 

291 


Test III. 

Moan. 

(’ills. 

Cals, 


270*3 


232 

279 

201 

207 

209 

277 

273 

2 S3 

2S0 

273 

277 

2 NS 

290 

291 

292 


The agreement is really good, if one disregards the results 
of the Test UL, in series c and h. One sees also (dearly the 
growth of the heat content with diminishing carbon content. 
Between /and g there had been made an addition of ore which 
has as a consequence the fall of the heat content of the series 
(j. Other tests which, during the casting of the finished steel 
in the moulds, were directly cast from the casting ladle into 
the water buckets (in which case the quantities of water 
amounted to 39 litres) gave results as under - 


First Shiuhs. 


Wat ft' liuckn I. 


Wtttm- Buckrt ! L 


Quantity of water employed 
Temperature at end of experiment 
Tomporaturo before the experiment 


39 litres, 

:n-r <\ 

19*2 f r. 


39 litres. 
31*0 <\ 
19*K* (\ 


Increase of temperature 
Quantity of metal used 
Corresponding cals, per kg. steel 


1 IDT. 
1,327 g. 
303*9 cals. 


n*2 s <\ 

M35 g. 

30 F1 cals, 
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Shcond S skies. 


(Quantity of water employed 
Temperature at end of experiment 
Temperature before the experiment 

Increase, of temperature 
Quantity of metal used 
('orresponding cals, per kg. steel 


Wat <t Bucket I. 


59 litres. 
20*l tl (!. 
17'S’ J (1. 


ST) 1 ’ C. 

1 ,()(> 1 g. 

I) 15 cals. 


Water Bucket, II. 


59 litres. 

a.w (’. 

17 •(>" 0 . 


15-9" (J. 
2,072 g. 
299 cals. 


In thin later experiment, the temperature of the metal 
streaming into the moulds was ascertained by Wanner’s 
pyrometer to he 1,4(>5° 0. The metal was “ ingot iron ” and 
cast well, in spite of the relatively low temperature. 

The slag floating on the metal had a higher specific heat 
and, therefore, at an equal temperature, a higher heat content 
per unit of weight. Professor Wedding gives the specific heat 
of ingot iron in the molten state as being 0*207 and to the slag 
belonging to it 088, wherefrom it follows that the heat content 
of the latter is equal to 1*50 times that of the metal. The 
author found it in the experiments quoted 1*41, 1*50 and 
1*52, wherefrom as a mean one can take 1*5 times as approxi¬ 
mately correct. Professor B. Neumann calculates on 400 to 500 
calories; Btassano GOO calories; Professor Wiist found, as 
above quoted, 580 calories. 

On the basis of the before-going materials, it may ho well 
assumed that one will not use too low values if one fixes the 
heat contents of the following as under 

1 kg. molten pig iron, not ovorlmatod, 250 cals. . . . (*10) 

1 ,, slag from wamo ,, ,, 575 ,, ... (47) 

1 ,, castable steel .... 550 ,, ... elHl 

1 ,, slag from name . . . . 525 ,, ... (19) 


(b) Influence of the Impurities in the Iron on the Heat 
Required in the Production of Bteel. ■ 

The demands which are established on the output of heat 
of the furnace admit of being ascertained from the sum of the 
heat contents of all products which issue from the furnace, if 
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one deducts the sum of the heat contents oi all materials 
brought into the furnace, and in addition takes into account 
all energy changes, by which the reactions taking place during 
the course of the process are accompanied. 

The main products are steel and slag, which carry away 
from the furnace on tapping B50 and 525 calories per 
kilogramme respectively. But in addition, by-products make 
their appearance namely carbon dioxide from the decomposed 
limestone (if this material is used as an addition), and carbon 
monoxide gas from the eliminated carbon content. The 
quantities of heat carried away from these materials are 
dependent on the temperature at which the respective 
reactions proceed. 

The limestone will be completely decomposed already by 
about 1,200°. The carbonic acid set free possesses at this 
temperature a heat content of about 1,200 X 0*8175 =118 
calories per kilogramme, and since the limestone which U 
employed contains about OH per cent. OaCXL, there is contained 
in the same about 0*18 kilogramme (XL. The carbonic acid 
from 1 kilogramme limestone cairies olY therefore 

418 X 0*48 ^ co 180 calories . . . (50) 

The elimination of the carbon from the iron begins at the 
moment at which the metal is melted down and continues up 
to the end of the “heat.'” It occurs, therefore, between 
temperature limits of approximately 1,200—1,(100and thus 
takes place at a mean temperature of approximately 1,100 * 0. 
Erom this 1 kilogramme (JO possesses a heal content of 
1,200 X 0*2849 = 842 calories, and since 1 kilogramme (! 
gives rise to 2*88 kilogrammes (X), so the carbon monoxide 
from 1 kilogramme 0 removes from the furnace 2*88 X 8 12 = 
about 800 calories. . . t (51). 

The carbonic acid issuing from the hath and the carbon 
monoxide are forthwith brought to high temperature by the 
ilame gases; the carbon monoxide is burnt thereby and the 
heat developed comes to the hath profitably, in the same way 
as the heat from the flame of the producer gas. The issuing 
gases further go through the chambers and leave behind in 
the same a portion of their available heat, of which later a 
portion is again made useful. Since the last-named portion 
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nevertheless does not admit of being exactly determined, let 
the combustible value of the carbon monoxide as well as the 
utilisable available heat of both gases be neglected, and let it 
be taken that there are removed from the furnace 

By the carbonic acid from 1 kilogramme limestone, 180 calories . (50) 

,, carbon monoxide from 1 kilogramme (J . 800 ,, . (51) 

Further, let it be assumed that the entire materials are put 
into the furnace at a temperature of 0°, thereby fixing the 
first two starting points for the heat balance-sheet. 

The determination of the energy changes accompanying 
the reactions presents great difficulties, and one can only 
obtain approximate values, since the bases at hand are still 
very unreliable. 

In the decomposition of limestone heat is absorbed, and 
this amounts per unit limestone to 425 calories . . . (52). 

Then the materials, Si, Mn, P and G must be set free from 
their combination with iron, whereby likewise heat is absorbed. 
According to E. D. Gampbell (Journal l.S.L, May, 1901) there 
is necessary for this per kilogramme G, 705 calories; for 
1 kilogramme Si, 981 calories; for P and Mn there appear 
to bo no data at hand. One cannot disregard these, and it 
appears thus to answer the purpose also to neglect the heat of 
combination-of carbon and Si with iron. 

Further, the reducing agents and likewise iron become 
oxidised, and hereby quite considerable quantities of boat are 
set free. 


1 kil 

ogmmmo Si gives on 

its oxidisation to Si( ) a | 

Calorics. 

" + 7,83(1 

1 

„ i' 

■n ii I y b 

* j 5,905 

1 

„ Mn 

„ „ Mn( >| 

1,78*1 

1 

ii ^ 1 

» „ u<>l 

+ 2,387“' 

1 

„ Ko ,, 

,, „ FoO 

[ + .1,35(1 


Finally, the resulting products of oxidisation go into 
combination, whereby a,gain heat is developed. For these 
there has been given: 

1 kilogramme SiO.* with Fo() to form FoSiO.* (F. Fischer, St. u. E., 1903, 
]>. 75)"=583 calorics (Fe( )-(-Si( > a :-~ FoSi(> a +[35] calories). 

Against this, Pawloff (Gommunications to the St. Petersburg 
Polytechnic Institute, 190(>, Vol. VI.) gives the formula 

FeO + Hi(U=-FeSi()a [+ 10*08 calories]. 
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Whereby for 1 kilogramme Si0 2 , only 168 calories would be 
set free. 

Further, one obtains, according to Pawloff (ibid.), 

For 1 kilogramme SiOo with CaO to form Si0 8 Ca 254 calories . . (54) 

„ 1 „ SiOo „ MnO „ (MnO) ;5 (SiQ 2 ) 2 134 calorics (55) 

„ 1 ,, SiO, „ CaO „ Si0 4 Ca 2 384 „ „ (50) 

„ 1 „ P a 0 5 „ CaO „ P 2 O y Ca 4 1,131 

For the foregoing object, only the final slag will come into 
consideration in which silicic and phosphoric acids are 
regarded as combined with the lime, and therefore heats of 
combination will be settled as under : 

1 kilogramme Si0 2 with lime at 384 calories . . (50) 

1 „ P 2 0 5 „ „ 1,131 „ . . (57) 


1. Influence of Silicon on the Heat Requirement. 


Were it possible to produce in the open-hearth furnace pure 
iron from a charge which contained 99 kilogrammes iron and 
1 kilogramme Si, so there would be 2 per cent, loss of charge 
(vide 43), and thus there would be obtained 98 kilogrammes 
iron, and from (42) 10*23 kilogrammes final slag. For satis¬ 
fying the silica from 1 kilogramme Si, there would be 
necessary 2*14 x 2*88=5 kilogrammes CaO or 10 kilogrammes 
limestone (from formulae (32) and (41). 

The quantity of heat which would be derived from the 
furnace by the entire products would thus be 

CaloriH.s. 

98 kilogrammes steelX 350 calories (from 48) . . 34,300 

10'23 ,, slag X 525 ,, (from 49) . . 5,370 

Carbonic acid set free from 10 kilogrammes limestone 

10x180 calories (from 50). 1.800 


Total heat in products 41 ,4 7 0 

Setting free Si from Fe.unknown 

Decomposition of limestone 10X425 from (52) . . 4,250 

Total heat requirement 45,720 
Against this there would be developed by the reaction : 

1 kilogramme Si yielding (from 53) 7,830 calorics 
On combination of 2*14 Si0 2 with lime 
there would be set free 

2-14x384 (from 56)=822 calories 
1 kilogramme Fe would be burnt liberating 1,353 „ 

W)d5 calunei T 10,005 
Balance to be supplied by furnace ”FiT,7l5 


Thus the heat requirement for the 

steel would be ~ 715 
98 


production of 
=3G5 calories. 


1 kilogramme 
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Since 1 kilogramme molten steel possesses a heat content 
of 350 calories, there is effected by an impurity of 1 per cent- 
Si in the charge an increase of heat requirement of 15 calories 
. . . (58). 


2. Influence of Silica from Impurity of the Metallic Charge 
and Additions. 

Could one produce a charge of steel from a charge of 
99 kilogrammes pure iron and 1 kilogramme silica, so there 
would originate from the latter (from 40) 4*78 kilogrammes 
slag, in which would be contained 0\5 kilogramme iron. One 
would then obtain 98*5 kilogrammes metal, and from (41), 
2*33 kilogrammes OaO or 4*00 kilogrammes limestone must be 
utilised in the formation of slag. 

The products therefore take up heat as under: 


08*5 kilogrammes stool X 350. 

4*78 kilogrammes slagX 520. 

Carbonic acid from the limestone .... 

Cals. 
= 34,475 

= 2,500 

839 

Total heat in the products 
Decomposition of limostono requires 

"*37,823 

1,080 

Total beat requirement . 

Heat sot free: 

Combination of 1 kilogramme SiO* 

withCaO .... 384 cals. 

Combustion of 0*5 kilogramme 

Ee .1,351X0*5 . = 070 „ 

30,803" 

1,000 ,, 

1,000 

Thus heat requirement ...... 

Or 303 calories per kilogramme of steel. 

= 38,743 


One per cent, silica in the charge thus increases the heat 
demand for the production of 1 kilogramme steel by 393—350 
= 43 calories . . . (59). 

3. Influence of Phosphorus. 

From a charge consisting of 99 kilogrammes iron and 
1 kilogramme phosphorus, there must (from 38 and p. 187) 
originate 99 kilogrammes steel and 5*9 kilogrammes slag, and 
further the charge would require 2 x 3*61 = 7*22 kilogrammes 
limestone (vide 38). 
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The available heat of the products is as follows :— 


( Ur. 

99 kilogrammes of steel X 330 .... - - 3-1,050 

5*9 kilogrammes slag X 323 . . . * . 3,097 

OOo from 7*22 kilogrammes limestone 7*22 X 1«S(> . 1 ,300 

Total heat in products . . . 39,0-17 

The heat demand of the reactions is : 

(Separation of P from Pe not taken into account) . n. t. 

■Decomposition of limcstono 7*22 X‘123 . 3,003 

Total heat requirement . . . -12,113 


Against this heat liberated by read,ions : 

From 1 kilogramme P yielding PoO r , 3,903 cals. 

2-29 kilogrammes P a () fi on combina¬ 
tion with OaO, 2*29x1,131 (from 

57).- 2,590 „ 

3,555 3,555 

Thus furnace must supply . . 33,500 

Or per kilogramme steel - 339 cals. 

One per cent. P in the charge thus diminishes the heat demand 
for the production of 1 kilogramme steel by 350 — 8H9 = 11 
calories . . . (GO). 

4. Influence of Mant/a nexe. 

Prom a charge of 99 kilogrammes iron and 1 kilogramme 
Mn is producod (rule pp. 180 and 187) 99 kilogrammes steel. 
Por the foregoing calculation, slag does not come into account. 
In reality SiOa and carbon are always present, and the 
manganese protoxide producod from the manganese is 
received by the slag, which is stipulated for by the substance, 
named. 

The heat content of the products is: 

Cals. 

99 kilogrammes stool x 350 .= 3-1,050 

The hoafc of union of Mn with Fo is unknown. 

Thus the heat demand is ...... 31,050 

Of which the combustion of 1 kilogramme Mn 

liberates.. 1,72*1 

Thus furnaeo must furnmh . . 32,920 

Or per kilogramme steel 333 cals. 

99 

One per cent. Mn in the charge thus dimimKhoB the heat 
demand for the production of 1 kilogramme steel by GoO—GUd 
= 17 calories . . . (01). 
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5. Influence of Carbon . 

The exact numerical determination of the influence of 
carbon on the heat requirement presents great difficulty, since 
the quantity of slag which proceeds from elimination of 
carbon and therewith also the loss of charge do not admit 
of being determined. 

The figures found are herein based on the wear of the 
furnace, and the total carbon content is taken into account 
without regard to the effective amount. Actually the wear 
and tear of the furnace increases with the rise of carbon 
content. The values given for this wear and tear by the 
formuhe 80o, 80 n and 81 a are founded, however, on a carbon 
content of the charge of 4 per cent, and are thus able to be 
regarded as maximum values for charges regularly used. 

If, therefore, from (48) the total carbon content, which now 
assume at 4 per cent., gives rise to 2T5 per cent, slag and 
0*2 per cent, iron loss, so there will result due to 1 per cent. 0, 
2*15 

v 0*5 per cent, slag with 0*05 per cent. Eo (always 

taken on the weight of the metallic charge). 

According to this, from a charge of 01) kilogrammes Fe and 
1 kilogramme 0, one must obtain 1)8*95 kilogrammes metal 
and 0*5 kilogramme slag. For the production of the latter no 


limestone is necessary, since the base is derived 

from material 

of the bottom. 

The available heat of the products 

is then: 


98*95 kilogrammes stool X 350 . 


= 31,(532 

0*5 kilogrammes slag X 525 

. 

= 2(53 

(K) from 1 kilogramme (5 


800 

Total boat of products 

. . • 

35,095 

By the road,ions are liberated 
from 1 kilogramme (1 

‘2,387 


0*05 kilogramme PoX 1,858 . 

(57 


By combination of 8i() 2 with CaO 

(from 56) 884 . . = 

42 



2,490 

2,496 

Therefore to ho supplied hy furnace 

. 

33,199 


Or per kilogramme steel calories. 

98*95 
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CHAPTER XX 


THE ENHANCEMENT OF THE OXIDISING ACTION OF THE FLAME 

In practical working, it often appears impossible to avoid an 
excess of reducing agents in the charge, and in such cases the 
resultant lengthening of the “ chargedure ” makes itself felt in 
the most sensible manner. One is bound to look a,bout for an 
aid which permits of the rapid performance of the elimination 
of the excess mentioned. The experiments, according to the 
example of the Bessemer process, of blowing air in or upon 
the impure metal, brought so many disadvantages that one 
was obliged to employ an alternative. There remained only 
the possibility of employing oxygen in the form of chemical 
compounds and this means (in the form of hammer slag, or 
natural iron ores) has been used since the earliest stages of 
the open-hearth process. One was, however, for a long time 
in the dark as to the action of such kinds of additions. The 
cause may well be sought in the assumption so generally 
circulated in a peculiar way, that the iron protoxide present 
in all final slags must owe its origin entirely to iron ore. 
Thereby is overlooked that flame action must always produce 
iron oxide and the slag cannot exist without it. In all deter¬ 
minations of the useful effect of iron oxide added, one always 
found them of varied and generally very small values. II. II. 
Campbell says as to this on p. 184 of his treatise 

“ This quantity (of iron ore necessary for conferring fluidity 
on a viscous slag) will be a constant under given conditions, 
no matter how much ore is afterwards needed, it might be 
90 per cent, of a small addition and only 10 per cent, of a 
largo one.” 

It is obvious that it appears more economical to create the 
iron content of the slag by means of cheap ore, instead of by 
combustion of the costly metallic charge. On this ground, 
iron ore additions are often made (also experimentally in 
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Bessemer converters), and H. H. Campbell remarks as to the 
acid open-hearth process (p. 14):— 

“ . . . Whenever iron ore is not added to the bath . . . 
it may be necessary for the slag to have more oxide of iron, 
and there is no place for this to come from except the bath. 
Therefore, when there is need of oxide of iron, the iron of the 
bath unites with the oxygen of the flame and goes into the 
siag. Therefore it is clear that if no iron ore is used, a 
certain equivalent amount of stock must be oxidised, and that 
if iron ore is used, the weight of the metal tapped will be 
greater than if it had not been added.’' 

The same author explains the action of ore additions in the 
following manner: (p. 18) “ If iron ore is added, this is 
the easiest way for the slag to get the oxide, since it simply 
appropriates it to its own use.” (The peroxide ore is referred 
to.) He continues . . . “ If the slag contains too high a 
percentage of silica and needs more iron oxide, and if under 
these conditions iron ore is added, then only one of those 
atoms of oxygen goes towards oxidising the silicon and carbon 
of the bath . . . and the rest of the oxide stays with the 
slag, and (the operation) may be expressed by the following 
simple chemical formula :— 

Fe 2 0 3 + C = 2Fe0+C0” 

This sort of mode of action of the ore additions lias for a 
long time been regarded as the only one possible ,* it caused 
(since the entire FeO remained in the slag) the employment 
of ores in basic open-hearth furnaces also to appear as direct 
extravagance in valuable materials which could be utilised in 
the blast furnace with great advantage. 

On this ground, one deemed the assistance of the oxidising 
action of the flame by means of iron ore additions as a 
necessary evil, and sought to suitably reduce it to the smallest 
possible extent. Later, one learnt, of course, that the 
utilisation nevertheless can be larger under the circumstances 
than would be stipulated through the course of the reactions 
according to the above equation, but as to the actual extent 
of the same, nevertheless, scarcely precise statements are 
placed before one. In his “Eisenhuttenkunde,” 1908, Vol. Ill, 
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p. 344, Ledebur says :—“ With the amount of the added ore, 
the difficulty increases of preserving a durable furnace lining. 

, . . Only a part of their iron content is reduced from the 
ores, in all processes for the production of soft iroii from ores; 
the other part goes into the slag; finally also the productive 
capacity of the furnace diminishes whilst the fuel consumption 
and the wages increase.” 

H. H. Campbell investigates the problem exhaustively and 
says (p. 14):—“Sometimes the slag has a sufficient supply 
of oxide of iron and needs no more. In this case, when ore is 
added, all the oxygen goes to the carbon of the bath so that 
there are three atoms of oxygen calling for three atoms of 
carbon. This leaves the iron alone in its metallic state and is 
instantly dissolved in the bath and the weight of the charge 
is just increased by so much. The chemical symbol expressing 
this is as follows:—Fe 203 +SC= 2 Fe+ 3 C 0 . Generally it 
will happen that the truth lies between these two conditions; 
that the slag keeps part of the oxide and the rest is reduced, 
part of the oxygen uniting with the carbon and part of the 
iron being dissolved in the bath, the remainder of the oxide of 
iron entering the slag.” 

But how much is this balance which must remain in the 
slag? From the fact that the ferrous oxide is the active 
agent in the slag, which again cannot otherwise act on the 
reducing agents in the iron, as, if it does, it is itself 
thereby re-transformed, that further, thanks to the con¬ 
ditions naturally existing in the open-hearth process, owing 
to which iron oxide can be reduced to metal from the slag 
down to the point that the iron content of the latter has 
reached 10 per cent., it follows that if this necessary amount 
of 10 per cent, of iron is present in the slag, additions of iron 
are reduced and indeed must be completely reduced, as their 
amounts correspond to the amounts of the reducing agents 
present. 

The reduction then can only be incomplete if also the 
necessary ferrous oxide content for the existence of the slag 
should be covered by the ore, or if the addition of ore is greater 
than corresponds to the amount of reducing agents present, 
or, lastly, if the ore contains impurities like silica, which create 

B.S« P 
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an increase in the quantity of slag, and therefore m the 
necessary quantity of ferrous oxide. 

As a means of making the largest possible use or ore in the 
basic open-hearth furnace,, that of correctly gauging the 
amount of the additions and freedom of the ore from slag¬ 
forming ingredients, especially silica, is indicated. . 

The extent of the oxygen demand from ore additions will he 
dependent upon the amount of the total oxygen demand of all 
the reducing agents in the metal, hiss that which is furnished 
by the oxidising action of the (lame. 1 he extent of the ore 
additions again is derived from the above oxygen demand, 
in addition to those amounts of iron which must, remain in 
the slag. 

The oxygen of the ore can naturally only lie eliminated if 
the necessary heat is supplied, which is per kilogramme 0 as 
follows:— 

For I'Vh, •l.S'ii; rids. 

,, -I.H77 

„ •t.lilili ,, 


If a charge contains reducing agents in such quantities that 
their elimination to the requisite degree requires 1 per cent, 
more oxygen than the furnace action is capable of supplying 
in the time which is required for the heating of the charge to 
the casting temperature, then the heat demand per 100 kilo¬ 
grammes charge is increased to the extent of the above amounts, 
or approximately to -JK5 calories per kilogramme steel. This 
is a really considerable growth of the already large heat, demand, 
and it further serves as an explanation of the antipathy of steel 
makers to large ore additions. 

On the other hand, however, proper utilisation of the oxygen 
of the ore brings about an increase in the yield of metal, 
owing to the reduction of the iron contained in the ore. 

For each kilogramme of oxygon from t,ho ore there can ho 
won nearly 

2'33 kg. F« from Ff> a O it (i.r. 

2-62 „ Fe „ g (p>. 

3'£> „ Fe ,, FuO ^t.r. ^ ^ 
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and in recent times due attention lias begun to be devoted to 
this condition, since it can be of great influence on the 
manufacturing costs. 

The foregoing remarks exhaust in principle the phenomena 
which are involved in the employment of oxygen from ores. 
The peculiarities in the reduction of iron ores, under the con¬ 
ditions ruling in the open-hearth furnace make, nevertheless, 
necessary a closer investigation of the details of the reactions 
taking place. 

When compelled to resort mainly to regular employment of 
additions of ore, the requisite quantity of ore becomes so large 
that one is never in the position to cover it by means of the 
artificially produced oxides, such as hammer scale. One must 
always resort to natural iron ores. Further, since the greatest 
purity (especially freedom from silica) Is a necessity, and this 
condition is usually fulfilled only by those iron ores which 
consist in the main of iron peroxide, in what follows iron 
peroxide Fe^Oa will be the subject of discussion as the reagent. 

( a ) Reactions Between Iron Peroxide and the Reducing 
Agents in Ikon, and Iron Peroxide Requirement for 
Elimination of the Same. 

1. Iron Peroxide and Silicon . 

If iron peroxide acts on silicon in molten iron, the resultant 
silica, exactly as by the action of iron protoxide, takes up a 
portion of the reagent, and the reaction can take place according 
to the formulae 

(a) Fe a 0 8 +Si==Si0 8 F e +Fe. 

(£>) 4Fe 2 0 8 +3Si=-3Si0 4 Fe2+2Pe. 

then according to b 

1 per cent. Si requires 7*62 per cent. Fe 2 O s . . . (63). 

2. Iron Peroxide and Phosphorus . 

Phosphoric acid can only be formed if the conditions admit 
of its combining with FeO, and therefore the equation of the 
reaction must run thus :— 

(c) 3Fe 2 0 3 +2 P=P 2 O 0 Fe 4 -f- 2Fe ; 
or (d) 8Fe 2 U 8 +6P=3(P0 4 ) a Fe 8 +7Fe. # 

p 2 






I 
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And according to <? there would be required : 


for 1 per cent. P, 7'-80 per cent. Pe 3 O s 


(64). 


3. Iron Peroxide and Manganese. 

Manganese usually requires no oxygen from Fe*0, since 
., ' canable of setting free the iron from the silicate and 

nbosphate of iron formed from the silicon and phosphorus of 

the iron, as has already been shown on page 146 A chance 
excess of manganese must be eliminated according to the 

formula:— Feo08+3Mn=3Mn0+2 P e .wherefrom 

1 per cent. Mn requires 0-97 per cent. Fe.As • • (&>)• 

4. Iron Peroxide and Cavion. 

The estimation of the iron peroxide demand for carbon 
elimination is difficult, owing to Si, P and Mn being present in 
the iron simultaneously with and in addition to carbon, and 
thev can likewise be attacked, and that iron and manganese 
« protoxides which are present in the products of their elimina- 
tion may be partly employed in the oxidation of the carbon. 
The amount of iron protoxide referred to is naturally dependent 
the Si P and Mn content of the metal, and therefore 
does not generally admit of being estimated. Nevertheless, 
ah excess of carbon must be removed according to the 

formula:— (/) FeA+3 0 = 3 C 0 + 2 Fc, whenco 

1 per cent. 0 requires 4*44 por cent, l?o 2 ( 3 • • (6b), 


(b.) Energy Changes Accompanying the Action oe Iron 
Peroxide on the Reducing A gen i s in Iron. 

All chemical reactions are accompanied by energy changes, 
which are characteristic of their course. For knowledge of 
the events accompanying the action of iion peroxide on the 
reducing agents in iron it is, therefore, necessary to ascertain 
the energy changes accompanying them. In order to render 
this possible, the temperatures must be taken into account at 
which the action occurs, as also the specific heats of the 
reagents, and the products of the reactions as well as their 
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amounts (vide the investigations of Ledebur “ Eisenhutten- 
lmnde,” Yol. HI., p. 285, and others). If one assumes 1,300° 
as the reaction temperature, and uses the same figures for the 
specific heats as Ledebur, as well as the values previously 
given for the heats of combination of acids with bases, one 
Obtains the summary given on p. 213. 

By the oxidation of the reducing agents by iron peroxide 
at 0°, one thus obtains with Si a not inconsiderable and with 
Mn a minute heat gain, and with phosphorus a heat loss, but 
on endowing the Fe 2 0 3 with a small stock of available heat, 
this becomes a heat gain. Carbon, however, causes a quite 
considerable heat absorption. One obtains the same results 
by whatever method one carries out the calculations. Silicon 
and manganese always exhibit strongly exothermic reactions, 
phosphorus a feeble exothermic reaction, that is to say, they 
develop heat, whilst the reaction with carbon is strongly 
endothermic, that is to say, absorbs much heat. Prom this 
the reagents divide themselves into two sharply characterised 
groups. 

Prom the law of conservation of energy it follows that heat 
absorbing or endothermic reactions can only take place if 
the energy absorbed by them is replaced, and that they 
must cease if the supply of energy is absent, and a certain 
stock of energy which has been present is cut off. Inversely, 
it is possible that heat evolving or exothermic reactions, once 
instituted continue, and if the energy set free does not hinder 
their progress, or if in this case it is carried away, their end 
only occurs if inter-reacting reagents are brought to an end. 

Intimate contact of the reagents is necessary to render 
possible the action of iron peroxide on the reducing agents in 
the iron, and this condition is fulfilled by the aid of the slag, 
since the same dissolves iron peroxide. 

The initiation of the reaction is thus provided by the slag, 
and the heat set free by the reaction is able with difficulty to 
exercise a restricted influence on the continuation of the 
reaction, since it is carried away by radiation and conduction, 
or, however, may be used up by the carbon reaction. Thus 
the removal of silicon, phosphorus, and manganese from 
molten iron must be able to result without further ado by 
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means of iron peroxide introduced with the aid of a basic 
slag. 

The foregoing conclusions are nevertheless placed in 
question owing to the fact that the combustion effort of the 
agents depends on the influence of change of temperature, and 
that it becomes more powerful with rising temperature for 
carbon than for all the remaining agents. Through high 
temperature it becomes possible for the carbon to exerciso 
its affinity for oxygen, and be removed from the iron 
before or simultaneously with the remaining agents. 

Conclusion as to the behaviour of the reducing agents under 
the circumstances described is therefore only able to be 
furnished by experiment. 

( c .) Action of Iron Peroxide on the Reducing Agents in 

Molten Iron, Without the Aid of Extraneous Heat. 

For experimental proof of the behaviour of iron peroxide 
on the reducing agents present in molten iron, practical 
experiments were made on a large scale in the year 1902 and 
later in the south Russian works of the Donetz-Jurjowka 
Company. Pure iron ore (nearly chemically pure iron 
peroxide, which was well dried, but nevertheless not further 
preheated), was introduced into the transport ladle, and 
molten pig iron from the blast furnace, or from the mixer or 
cupola, was allowed to flow on to the same. It demonstrated 
that a reaction actually always ensued. It began as soon as 
it was in the ladle, and, indeed, mostly in the place on which 
the falling stream of pig iron impinged a little slag formed, 
which apparently brought some iron oxide into solution. The 
dissolved iron peroxide, however, acted forthwith on the silicon 
in the iron, it produced fresh melted iron silicate, whereby 
the quantity of slag rapidly increased. It acted on the iron 
ore in the ladle, and rapidly changed it into an effervescent 
liquid. This was powerfully whirled about with the iron by the 
stream of pig iron, and evidently also by the influence of the 
resultant reactions, whereby spontaneously a quite intimate 
mixture of the reagents was setup, which considerably assisted 
the reaction. . The experiments were conducted with pig irons 
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at very varied temperatures, and of very varied compositions, 
and it demonstrated that the further course oi the same was 
to a certain extent iniluenced by variation of both conditions 
mentioned. With high temperature, or high silicon content 
of the metal, the action was more intense, and was able to 
become so violent with a rapid stream of iron, that the metal 
in the ladle boiled so violently that one must (ear losses 
owing to ejection of materials. In such cases the instreaming 
of pig iron was brought down to moderation, or to a, total 
stoppage for a moment, whereby the lighter slag forthwith 
rose to the upper surface, so that mutual contact with larger 
quantities of materials ceased, and thus the action came to an 
end. By renewal of the stream of iron one could again 
restart tho reaction. After the filling of the ladle the metal 
and slag separated, so that the latter solidified rapidly on the 
upper surface, and was thus rendered inactive on the metal. 

The following results of analyses furnish information as to 
tho mutual reactions:-— 
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Similar results wore obtained in all experiments, wherein 
tho temperatures of this molten iron employed lay between 
1,198 u and 1,B89 (J estimated by the Wanner pyrometer. One 
perceives that within those temperatures the exothermic 
reactions had decidedly the precedence of the endothermic 
reactions, in that especially silicon ami manganese were 
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eliminated from the iron in large amounts, whilst the endo¬ 
thermic carbon reaction had only resulted to a small extent. 
Further it showed that the slag with its silica content in 
amounts of 31 per cent, to 36 per cent, lay between the 
monosilicate (29'4 per cent. Si02) and the bisilicate (45*4 per 
cent. SiOo). 

Example 4 is investigated in more detail in the article 
mentioned, from which it showed that of the ore used only 
about 3 per cent, remained inactive, whilst of about 60 per 
cent, of the total quantum of ore, the F& 2 Q 3 was reduced to 
FeO, and about 37 per cent, was reduced to Fe. 

Incidentally it is to be remarked that it was possible by 
means of sufficiently large additions of ore, to remove the 
silicon down to under 0*1 per cent., and the manganese down 
to 0*5 per cent., as to which the following example is cited:— 




Si per cent. 

Mn per cent. 

Pig iron from blast furnace 


0-75 

2-46 

Pig iron after action of iron ore 

. 

00!) 

0-41 


The elimination of phosphorus was on the contrary not 
considerable. 

( d .) Action of Iron Peroxide on the Reducing Agents in 
Iron, Aided by Furnace Heat. 

Long previously to the energy changes due to the mutual 
action of iron oxide on the reducing agents in molten iron being 
known, the different behaviour of Si, Mn, and P on the one 
hand, and C on the other, in regard to iron ore had been 
understood. In the year 1877, Alfred Krupp took out a patent 
in Germany and England for a process for dephosphorisation 
of iron, which he also protected by patent in the United States 
of America in 1880. 

As apparatus in which the process is conducted, an open- 
hearth furnace of any desired system * should serve which 
fulfils the condition of permitting the attainment of the melt¬ 
ing point of the pig iron. The hearth of this furnace is (after 
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heating up the latter) lined with iron and manganese oxide, 
which is introduced tentatively and heated to sintering. Then 
further iron ore is introduced into the furnace in amounts 
which are dependent on the composition of the iron to he 
purified, and heated until the material is baked last to the 
walls of the same, whereupon the iron in the molten stain is 
as rapidly as possible run in thereon. In the American patent 
specification it says: 

“ When the charge has been run at once into the furnace, it 
remains generally almost quiet for about three to eight and 
even more minutes. This is the first period of reaction in 
my process where phosphorus, sulphur, silicon and manganese 
are oxidised.” 

“ Tins oxidation forms liquid products, viz.: phosphates 
and silicates of protoxide of iron and silicate of protoxide of 
manganese. Sulphur only, if present, is oxidised partly to 
gaseous sulphurous acid, hut partly it combines with iron and 
manganese, as a liquid product, sulphide of iron or manganese. 
Therefore, the bath remains almost untroubled and only little 
froth and bubbles are formed ; but as soon as the above sub¬ 
stances have been oxidised (phosphorus and sulphur, for the 
most part, silicon and manganese throughout, or at least 
except minimal traces) the oxygon of the oxides acts with all its 
power upon the carbon. It forms with the carbon a gaseous 
product—carbonic oxide—causing thus a revolution in the 
whole hath. The molten mass commences to rise, and froth 
and foam are formed or bubbles thrown out, which burn upon 
the surface of the bath to carbonic acid with bluish Hatties. 
All these signs are very conspicuous, so that every intelligent 
workman may recognise the moment for tapping. A short 
delay in tapping presents no Inconvenience. On the contrary, 
it gives the guarantee that almost all phosphorus has been 
removed, especially if the pig iron treated contained some 
manganese.” 

The specification states that with pig irons containing about 
0-6 to 2‘5 per cent, of phosphorus, the consumption of ore for 
repairs of lining is about (» pen' cunt, on the weight of the 
metal charge after each charge, and in addition about 12 to 
24 per cent, for the production of chemical reactions, that is 
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to say a total of 18 to 80 per cent, on to the weight of the 
charge. With a Pernot furnace, about sixteen charges of 
5 to 6 tons may be produced in twenty-four hours. It further 
says:— 

“ I never melt the pig-iron which is to be cleaned in the 
cleaning-furnace itself as is done generally in the puddling 
process. The reason why I proceed in another way lies in 
the quickness with which the reactions of the oxides upon 
phosphorus, etc., are performed, so that if I should melt the 
pig iron in the cleaning furnace itself, the first molten part 
would be refined and already decarbonised to a high degree 
before the last part of the pig iron is melted.” 

After describing the manner in which the hearth is prepared 
and the charging of the ores required for reaction and causing 
these to adhere to the bottom walls of the hearth, and that the 
charge is then run upon them into the hearth, the specification 
goes on to say : — 

“ In proceeding thus there is not much ore torn off 
mechanically from bottom and walls, but the cast-iron charge 
dissolves for itself as much of the oxides as it needs for its 
purification, the oxides being obliged to pass gradually as they 
melt through the cast iron. By these means I cause the 
reaction not to develop in a too rapid and explosive manner, 
so that the metal does not run over the walls of the hearth or 
is not thrown out. All -these inconveniences would take place 
if I introduced the oxides in the molten state at the same time 
as or before the cast iron, and by proceeding in the latter 
manner, it would not be possible to treat large quantities at 
once, neither to maintain a regular and economic working.” 

The process has been employed with success for several 
years in America, and large quantities of low phosphorous iron 
(washed metal) manufactured thereby. It has furnished proof 
that phosphorus also, as well as Si and Mn, that is to say, the 
agents with exothermic reactions, can be eliminated before 
carbon. Of course, in the Krupp process, temperatures rule 
which may not be allowed to considerably exceed 1200°. 

Recently estimates have become available as to the behaviour 
of the agents at higher temperatures. 

Ledebur gives in “ Stahl und Eisen/’ 1903, p. 40 ? examples 
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from the Bertrand-Thiel process, which is carried oat in the 
basic open-hearth furnace. Pig iron was introduced into the 
furnace in the molten state, and. refined by means of iron ore 
additions, whereby the entire heat action of the furnace gases 
was exercised unexposed to the charge. 

The composition of the pig iron was: 

1st ladle at 10*0: 3*60 per cent. C, 0*47 per cent. Mn, 
0*56 per cent. Si: 1*33 per cent. P. 

2nd ladle at 10*11: 3*45 per cent. C, 0*42 per cent. Mn, 
0*46 per cent. Si, 1*39 per cent. P. 

After repeated additions of ore and lime the metal con¬ 
tained at 12*22, 2*50 per cent. C, 0*10 per cent. Mn, 0*04 per 
cent. Si. 0*087 per cent. P. 

Therefore, in somewhat over two hours, manganese, 
silicon and phosphorus were nearly completely eliminated, 
whilst the carbon was only lowered by something more than 
1 per cent. 

Beyond doubt, in the course of the two hours duration of 
the furnace reaction, the bath was brought to a much higher 
temperature than was possible with the Krupp process, and in 
spite of that, the exothermic reactions took precedence. 

In “ Stahl und Eisen,” 1905, p. 1343, a further example of 
the action at high temperatures is furnished. Pig iron was 
melted down in a basic open-hearth furnace and brought to a 
very high temperature. Thereupon an iron ore addition to 
an extent of 12*4 per cent, on the weight of the metal was 
introduced, and after forty minutes’ action, a test was taken of 
the metal. 

The molten metal had the following composition :— 

Si- 1*33 per cent.; Mn 2*71 per cent; P 0*12 per cent.; 
C 3*66 per cent. 

After forty minutes’ action of ore, it contained: 

Si 0*02 per cent.; Mn 0*33 per cent.; P 0*01 per cent. ; 
C 3*14 per cent. 

Dr. Ing. Th. Naske furnishes in “ Stahl und Eisen,” 1907, 
p. 233, Table 10, another similar experiment in which 20,018 
kilogrammes molten pig iron was exposed during ninety 
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minutes to the full heat of the furnace, and brought to the 
highest temperature attainable. Then an ore addition of 
820 kilogrammes or only 4*1 per cent, was made. The com¬ 
position of the metal and slag changed as follows :— 




Metal. 




Slag. 




c 

Mn 

Si 

P 

Fe 

FeO 

O 

s* 

o 

Mn 

Si0 2 


Per 

cent. 

Per 

cent. 

Per 

cent. 

Per 

cent. 

Per 

cent. 

Per 

cent. 

Per 1 
cent. 

Per 

cent. 

Per 

cent. 

Per 

cent. 

Without ore added 
After 25 minutes’ ) 

3‘76 

2‘48 

0*18 

0-14 

1-72 

2*21 

— 

0 05 

2*94 

35*80 

action of 4*1 per r 
cent. ore . . ) 

2-98 

0-87 

0*05 

0*06 

10-S5 

12*05 

1 

2**11 

2‘29 

18-97 

22-90 


One sees clearly from both examples that the action on the 
agents Si, Mn and P is much more powerful than the action 
on the carbon. 

Dr. Ing. Th. Naske gives in the foregoing, p. 232, Table IX., 
an example of the action of molten pig iron on such strongly 
preheated ore that the same was fused into iron-lime slag. 
In the reaction there were employed 17,843 kilogrammes 
molten pig iron, and 3,280 kilogrammes = 19 per cent, ore, and 
820 kilogrammes limestone. The reaction was very lively; 
the pouring in of the pig iron was obliged to be very slowly 
performed. 

The pig iron contained at 1*20 on being poured in— 

C 3*90 per cent., Si 1*03 per cent., Mn 1*56 per cent., P 0*14 
per cent. 

and after fifteen minutes action at 1*35— 

C 3*35 per cent., Si 0*05 per cent., Mn 0*28 per cent., P 0*01 
per cent. 

Here again the removal of carbon is small, in spite of 
which one would conclude that an energetic action on the 
carbon occurred from the very violent evolution of gas during 
the pouring in of the iron. 

A number of similar exjDeriments yield a like result and 
demonstrate that with the means at disposal in the open-hearth 
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furnace process, it is not possible to raise the combustion effort of 
the carbon so high that the same is able to hinder the removal of 
the agents ivhose reactions are exothermic. On the contrary, 
these reactions remain under all circumstances ensured of 
precedence over the endothermic carbon removal, except where 
deficiency of oxygen is present. So long as the entire 
reducing agents are able to obtain oxygen with ease, they 
do not disturb themselves in their general and mutual 
reactions. So soon, however, as oxygen commences to be 
deficient in amount, the power of the greater combustion 
effort of carbon manifests itself, and this now attacks the 
oxidation products of the remaining agents, and decomposes 
them to the extent that they are made accessible to it by the 
conditions of reaction. 

Owing to the presence of larger quantities of oxygen, however, 
the elimination of the substances Si, Mn and P is quite extra¬ 
ordinarily favoured, and it is already expressed in the Krupp 
patent that the elimination of large amounts of these agents 
can be ended in the short space of time of six to eight minutes. 
Similar results were obtained in the ladle experiments before 
quoted, and likewise by the pouring of molten pig iron on ore 
placed in the open-hearth furnace, whether or no it was cold 
or melted, as to which the following experiment is furnished 
from “ Stahl und Eisen,” 1905, p. 1844. Two ladlefuls of 
10 tons of molten pig iron were teemed on to ore (22 per cent, 
on the weight of. metal) already in the furnace. The com¬ 
position of the metal was 

1st ladle. Test from ladle. Time 4*88. 

Si 1*61, Mn 2*78, P 0*27, C 4*06 per cent. 

-st ladle. Test from furnace. Time 4*45. 

Si 0;04, Mn 0*24, P 0*08, C 8*42 per cent. 

2nd ladle. Test from ladle. Time 5*0. 

Si 1*68, Mn 2*86, P 0*27, C 4*06 per cent. 

2nd ladle. Test from furnace. Time 5*8. 

Si 0*04, Mn 0*41, P 0*08, C 8*47 per cent. 

Here also the elimination of Si, Mn and P was brought to 
an end in seven to eight minutes. 

But if one takes into consideration that one was only able 
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to approach the furnace after the ladle was removed, and it 
was not, therefore, possible to take the tests from the furnace, 
one cannot reject as groundless the assumption that the 
extensive removal of the substances Si, Mn and P was already 
completed much earlier, and that it appears to be much more 
certain that this removal resulted momentarily, and only 
required as much time as was necessary to bring the reagents 
into necessarily intimate contact with one another. 

If one regards their behaviour in this manner, new points 
of view are given rise to which render possible further chains 
of reasoning. 


(e.) Iron Oxide Demand and Charge—Shrinkage in the 
Production of Steel from Molten Iron. 

If the elimination of the substances Si, P and Mn from the 
molten charge, by means of iron oxide, can occur in a moment, 
it is evidently possible by this means to remove the substances 
named from the oxidising action of the furnace gases, so that 
carbon remains as the sole reducing agent in the iron which 
opposes itself to the latter. If one takes care to have the 
presence of large amounts of carbon in the charge, one is still 
able to use up from the products of elimination of silicon and 
phosphorus, i.e ., the iron silicate and iron phosphate, the 
oxygen content of those amounts of the iron protoxide therein 
contained which, under the influence of the lime, go over into 
the free state, in so far as they are not demanded for the 
existence of the slag. 

Carbon present to some excess must be removed by further 
additions of iron oxide, for the prevention of an excessive 
lengthening of the process. If one proceeds in the manner 
assumed, and selects therefore the quantity of the oxide 
additions in such wise that they cover the entire iron protoxide, 
requirements of the slag, there results a simplification in 
the calculation of the oxygen required, as well as for the 
variation which the weight of metal must undergo, by simply 
allocating to the oxidising action of the flame the combustion 
of a portion of the carbon content. 

It thus admits of ascertaining the oxide required for each 
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individual reducing agent, inasmuch as one deducts from iron 
oxide the entire quantity of oxygen necessary for its oxidation, 
and to this adds just as much, but no more, iron oxide than is 
necessary to cover the iron protoxide content of the slag 
simultaneously produced which is given rise to by the 
reducing agent in question. By this mode one finds the oxide 
required: 

1. For the Silicon . 


One per cent. Si gives rise to 10*23 per cent, final slag (accord¬ 
ing to formula (42)) with 10 per cent, or 1*028 per cent. Fe. 
Should this iron be taken from iron peroxide, there must be 

present in one weight unit of iron peroxide, = 

r ° Fe 2 0 3 lbO 

1*023 

= 0*7 weight units of iron, and - - = 1*46 per cent, FeaOy 


be employed. 

Iron is present in the final slag in the form of iron pro¬ 
toxide, and according to the formula 


Fe 2 0 3 + Si= SiOaFe+Ee 


there are necessary for the reduction of 1*46 weight units of Fe 2 0 

to FeO, 1'46 x^tq= 0‘25 weight units of Si, so that from 

1 per cent. Si there now only remain behind 075 per cent. Si, 
the oxygen demand of which from Fe 2 0 3 under complete using 
up of the oxygen content of the latter can be covered according 
to the formula 

2Fe 2 0 3 +3Si=3Si0 2 +4Fe. 

Hence one finds the iron peroxide requirement for 07 5 per 
cent. Si as being 

0‘75x^r^j^=2-86 per cent. 


The demand of iron peroxide for the complete elimination 
of 1 per cent. Si is therefore r46+2'86=4-32 per cent 
. . . (67). 

'The change which the weight of metal must now undergo 
owing to the elimination of silicon is, since there is produced 
from 2-86 per cent. Fe 2 O a an amount of 2-86xO7=‘2-00 
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per cent. Fe against which 1 per cent. Si is burnt off, as a net 
result a gain of 1 per cent. . . . (68). 


2. For the. Phosphorus. 

Should the elimination of the phosphorus take place exclu¬ 
sively by means of iron peroxide with complete utilisation of 
the oxygen content of the latter, so the formula 

6P+5Fe 2 0 3 =3P 2 0 5 +10Fe 

must be employed for estimation of the oxygen required, 

5 X160 

according to which 1 per cent. P X ^ - ^ ~4°30 per cent. 

Fe 2 0 3 is required . « . (69). 

Since the hypothetical phosphate slag contains no iron 
protoxide, an extra addition of iron peroxide is not necessary 
for the slag. 

The change in weight which will be caused by the elimina¬ 
tion of 1 per cent. P by means of iron peroxide is calculable as 
follows:— 

10 X 56 

1 per cent. P is the cause of the reduction of — = 3*00 

r 6 X 31 

per cent Fe from Fe 2 0 3 , and by 1*0 per cent. P the charge is 

diminished; in consequence the net result is a gain in charge 

weight of 2*00 per cent. . . . (70). 


3. For the Manganese* 


The iron peroxide requirement for 1 per cent. Mn is calcu 
lable in like manner from the formula 

8Mn+PeaOs=8MnO+2Fe as being |^=0'97 
per cent. . . . (71). 


Here 1 per cent. Mn separates out from the charge, against 
2 X 56 

which there is reduced — =0*68 per cent. Fe; thus from 

the removal of 1 per cent. Mn by the agency of Fe 2 0 3 a loss 
of charge of 0*32 per cent, results „ » . (72). 
b.s. Q 
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4. For the Carbon. 

The carbon of the charge has now alone to overcome tlx® 
oxidising action of the flame, and this is not only different f or> 
different furnaces, but it exhibits differences for the sa.xxx o 
furnace, which are dependent on the length of process, tlx® 
thickness of the layer of slag, and the greater or lesser intexx- 
sity of boil of the bath. Therefore, the determination of iron 
peroxide required for the elimination of carbon is only approxi¬ 
mately possible. No matter, one can assume on the basis of 
empirical values for charges with high carbon content 
and in rapid working furnaces with correctly carried ovxt 
working, that at the most one-fifth of the carbon content is 
removed by means of the furnace action, whilst four-fifths or 
somewhat more, are able to be eliminated by means of the 
oxygen of ore. Thus of 1 per cent. C about 0*2 per cent, would 
be removed through the oxidising action of the flame, anci 
0*8 per cent, by means of iron peroxide. 

From 1 per cent. C there would be developed, according to 
p. 205,0*5 per cent, slag with 0*05 per cent. Fe. This 0*05 JPo* 
corresponding to 0*0645 per cent. FeO, must be produced from 
iron peroxide according to the formula Fe 2 03+C=2Fe0+- CO, 
160 

wherefrom 00645 X - -~0-07 per cent. Fe 2 03 would l>o 
required. 

12 

By the reaction —x 0*07=0*005 per cent. C would 1>Q 
removed. 

Thus the removal of 1 per cent, carbon occurs in such wino 
that it may be allocated as under :— 

0*200 per cent, through the oxidising action of the flame. 

0*005 ,, ,, reduction of Fe 2 0 3 to FeO. 

0*795 „ ,, reduction of Fe 2 0 3 to Fe. 

1*000 per cent. 


The iron peroxide required for the last-named reaction 
amounts according to the equation * 

Fe20 3 +3C=2Fe+3C0 to 0-795X;r^t=3-53 per cent. 

o X 



Table IT.— Summary. Influence of Elimination of Reducing Agents by Iron Peroxide on Heat Demand in Steel Melting. 
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The total requirement of Fe a O a for romoviil of 1 per emit. C 
is thus, 0*07+3*58=3 *00 per cent. . • * (*3). 

The change of weight of metal owing to a, content of 1 per 
cent. C in the charge is thus 

By reduction of 3‘53 kilogrammes tVH ^XO'i -0 1 I^tcchI. 

Less 0 burnt out. l ‘ 0() 

Gain of charge for 1 per cent. 0 • • LIT per cent. . . ( rl) 


(/.) Influence of Tim Elimination of the IIkpivinh Aoents, 
by Means of Ikon Peiioxide on the Heat Kkouiuement 
in Steel Production. 

From the preceding .figures, the inlluence exercised by the 
impurities of the iron on the heat required for production of 
steel admits of being approximately fixed, for Urn case, that 
their removal is effected by means of iron peroxide added to 
already molten charges, and coupled with best possible use of 
its oxygen, and in consequence also, its iron content. 

The calculation is set out in Table U, and renders it apparent 
that manganese is the only reducing agent which acts favour¬ 
ably under these circumstances, in that the heat demand is 
reduced about 7 calories per kilogramme steel. All the remain¬ 
ing agents make an increased heat supply necessary, and the 
increased amounts are as follows 

For 1 per cent. Si, about 05 calories per kilogramme steel. 

. For 1 per cent. P, about 40 calories per kilogramme, steel: 

For 1 per cent. 0, about 25 calories per kilogramme steel ; 
and for 1 per cent. SiOa from impurities about 50 calories. 

By means of those figure,s, all influences which the composi¬ 
tion of the charge exorcises on the course of the open-hearth 
process are approximately established. 



CHAPTER XXI 


TltlS OCCURRENCES IN OPEN-HEARTH FURNACES ANt> TTTElR 
JUDGMENT 

Tiie great amounts of heat which are at disposal in the open- 
hearth furnace allow of a rapid transference of heat to a charge 
introduced, and if this he in the solid state it soon attains its 
melting point, and passes over into the molten state. With 
the first molten mass making its appearance, the actions of 
the individual constituents of the hath on one another begins, 
and of these carbon elimination possesses the greatest significa¬ 
tion for the result of the process. It begins early, and after 
complete fusion of the entire charge, takes the course described 
on p. 1(>6. The regularity of the boil of the bath is an indica¬ 
tion that the metal, as well as the slag, has the proper com¬ 
position ; it should have attained its highest point with normal 
charges about half an hour after melting down, and continue 
for about a further half-hour. Stoppage of the boil or its 
diminution is an indication that the metal and slag are in a 
condition of equilibrium, that is to say, approximate to this 
condition, and it then must be tapped. As to this, in the first 
place it must be decided whether the bath possesses the right 
temperature. 

JinxuNo the Temperature of the Metal. 

Testing the metal in regard to its degree of heat takes place 
by a purely empirical method, as corresponding apparatus is 
not at disposal, and would scarcely be practicable. The method 
of testing is applicable to all molten substance, and answers 
equally well for steel as for tin, or even fat. It is based on 
the circumstance that a molten substance brought into colder 
surroundings remains fluid the longer, the higher it is heated 
above its fusion point. In order to test the temperature of the 
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steel, one first covers an iron test spoon with a thin crust of 
slag by means of turning it over in the slag, which will shield 
the metal of the spoon from direct contact with the molten 
metal of the bath, and one thereupon takes a sample of the 
same from the furnace and observes its behaviour during 
pouring out. The metal should be completely fluid and admit 
of being quite slowly poured out, without leaving a film behind 
in the spoon. One often accelerates the test by means of 
removing the slag layer, which covers the metal in the spoon 
and thereby gives it the capability of rapidly radiating heat to 
the surroundings. If the metal is or becomes viscous or 
leaves behind it a film in the spoon, it is too cold, and must at 
once be heated up. The safest means for this purpose is to 
set up anew a boil, whereby the heat action of the furnace is 
transferred to the bath in the most powerful manner. This, 
however, can only happen if the metal still contains enough 
carbon, and therefore it must, equally as a hot bath before 
tapping, be now tested also as to its composition. 

Judging the D’egbee of Hardness of the Metal. 

The more reducing agents an iron contains, the more brittle 
it is in general, and the more easily an article made therefrom 
is broken. . This property of iron furnishes the possibility of 
rapidly arriving at some conclusion as to the composition of 
the metal, in the entire process of making ingot-iron or steel. 

The peculiarities in the elimination of the reducing agents 
are accompanied by the fact that most usually only carbon 
and phosphorus are found in the steel in amounts which 
exceed the admissible normal. 

The investigation of the composition of the metal can be 
carried out by two-fold methods, by either employing a cast 
test ingot or forging out the material previous to testing. 

The first mode of test requires very little time. About 
1 kilogramme steel is poured with the test spoon into a trough¬ 
shaped mould, or in a mould of rectangular section (which is 
made by placing two right-angled elbow-pieces of steel on an 
iron foundation) and immediately after solidification of the 
test it is slaked off. Metal with a carbon ■ content of about 
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1*5 per cent, and above then receives small cracks and thus 
admits of easily being broken in pieces. With lower carbon 
content, the test ingot remains whole; it is then laid on a 
hollow support and broken by means of blows from a hammer. 
The harder the metal, the more easily fracture results; the 
softer it is, the more blows are necessary, and the greater 
bending the test ingot endures. 

This test in a few minutes furnishes evidence whether 
enough carbon is present in order to set up a boil of sufficient 
intensity after increasing the oxygen content of the slag. With 
correctly tempered metal, however, it admits of one perceiving 
whether deearburisation has been sufficiently far advanced for 
tapping out ingot iron. 

This test also indicates whether the phosphorus content is 
higher than permissible. The texture of the fracture of such 
a test must be compact and fine-grained, and exhibit a definite, 
not too glaring, metallic lustre. Phosphorus, however, makes 
the texture coarsely granular or coarsely striated, and gives it 
a powerful lustre. These phenomena stand out more markedly 
the higher the phosphorus content. 

With these indications, the capacity of the test is exhausted, 
and all the remaining properties of the metal do not admit of 
being perceived thereby. 

The results are considerably more extensive if the metal to 
be investigated is first forged and then further tested. Here 
again a small test ingot is cast, preferably of rectangular 
section, and brought at a red heat under a small steam 
hammer and forged out. With a carbon content of about 
1’5 per cent, this usually is not possible—the ingot falls in 
pieces. With lower carbon content, however, it admits of 
being drawn out into a bar, to which in practice always the 
same section is given: viz., about 14 square millimetres. A 
piece of about 400 millimetres length is cut off from this and 
placed on one side and allowed to cool down slowly. 

The remainder, still bright red, is brought up by heating to 
the necessary temperature and quenched in cold water. Metal 
with more than 0*55 per cent, to 0*60 per cent. C develops 
hardening cracks, or splits up into several pieces if the carbon 
is very high, whilst metal with low carbon content remains 
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whole. The last-named test-piee.es are Hum broken, and their 
behaviour under fracture, as well as the appearance of the 
latter, is used for an approximate determination of the carbon 
content. 

If the water-quenched test breaks at the first light blow, the 
carbon content amounts to more than 0*1 percent.; the surface 
of the fracture shows (presuming that the metal is not brought 
into the water under a bright rod heat) the more lustrous grain 
the higher the carbon content is. 

If the test sustains a bending before* fracture, whilst it only 
breaks at the second blow, or resists still more blows, and the 
surface of the fracture shows a matt and coarser grain than 
the previous test, as well as a border of fine sinews at the 
edges, the metal contains 0*1 to 0*3 per cent. ( . 

If the test only breaks after a series of blows, and after 
bending, which can amount to 180', and the surface of the 
fracture consists of dull, coarse grain, and a very perceptible 
border of sinews, the carbon content amounts to 0*3 to 
0*2 per cent. 

If the test bars admit of being bent together through 
ISO 0 without exhibiting cracks, the carbon content amounts 
to less than 0*2 per cent. The carbon content of tests of the 
last-named category can bo determined still mum accurately 
if the bars are nicked by a chisel and fractured by means of a 
hammer at the nicked point. With a carbon content of about 
0*15 per cent, this easily takes place, and only grain is 
exhibited, and in proportion as the carbon content goes down, 
the fracture is preceded by more and more bending, and 
simultaneously the border of sinews which surrounds the 
fractured surface is -still more marked until finally below 
0*1 per cent. C all grain has vanished and only sinews appear. 

The pieces cut from the forged tests mentioned and slowly 
cooled down are able at times to perform good service as 
supplements to the hardened tests. They are bent in the 
cold state in such wise that they take, a V form, whereon the 
distance between the inner surfaces of both anus in reduced 
by blows until fracture occurs, which must take place in 
the apex of the bend. If fracture ensues when the distance 
between the two surfaces of the arms is equal to about three 
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times the thickness of the test bar, then the carbon content 
amounts to about 0*55 per cent.; and if when equal to the 
thickness of the bar, then the carbon is about 0*45 per cent. 

Softer materials must endure the U-formed piece being 
hammered up to contact of its inner surfaces without cracks 
making their appearance. The test will usually only be 
employed for the harder kinds of steel, and one can regard it 
as a practical rule that the hardest kinds of steel must resist 
bending of the unhardened test to at least 90°. If the material 
breaks earlier, it is unsuitable for use, and must be further 
treated, i.e., again melted down. 

The forged test admits also of perceiving whether the 
material exhibits red shortness, and therefore forging should 
take place at the critical temperature for red shortness. 



Fig. U. Fig. 15. Fig. 10. 


According to the degree of the same, the material always 
either falls in pieces, or the bars develop larger or smaller 
corner cracks and break if bent at the temperature mentioned. 
Very small traces of red shortness, of course, do not render 
themselves apparent in this manner, and therefore the test is 
aggravated by means of nicking with a chisel another piece of 
the forged-out metal in the red hot state, and bending it over 
in the notched place or punching a hole through it, and after¬ 
wards stretching it out and bending the piece at this place to 
180°, which bending it must resist without receiving any 
cracks whatever. 

Further, the forged tests permit perception of the phos¬ 
phorus content nearly as well as the east ones as soon as it 
exceeds 0*1 per cent. It is most clearly perceptible in the 
nnhardened tests, but in the hardened ones also it is not over¬ 
looked by a practised eye. The tests then admit of being 
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actually hammered together from 180° up to contact of the 
inner surfaces j they possess, however, at the point at which 
the straight portion of the bar goes into the bend on the inner 
side a very characteristic crack, which with high phosphorus 
content, assumes a wedge-like form (vide Tigs. 14, 15, and 10). 

Judging the composition of the metal on the basis of the 
forged test is a matter of practical experience. 

Since it is possible in the basic open-hearth furnace to com¬ 
pletely remove the phosphorus before the carbon, it is also 
possible to interrupt the process at any desired carbon content, 
and to produce in this manner good, pure material; but like¬ 
wise on the grounds discussed, care must then lx* taken that 
on attainment of this C content, metal and slag have so far 
approximated to a state of equilibrium that they have become 
practically inactive on one another. 


(c) Gas ns in Iron. 

The molten metal comes in contact with the fire gases 00*i, 
CO, H, N and 0, in addition to which 00 originates in its 
interior. The metal absorbs all these gases and permits a 
portion thereof to escape during solidification, whilst another 
portion is retained after solidification. 

A. Ruhfuss gives in “ Stahl unci E hum, 11 1897, p. 13, the 
following analyses of gases, which escaped from the mould 
during casting:— 


No. 

co 2 . 

0 . 

CO. 

u. 

Tnlai. 

! 

U»’h;u mtir of Hlrol 
( in mould. 

1 

7*4 

1-0 

52*8 

27*16 

88*00 

sank 

2 

7*2 

0*01 

GO-1 

21*0 

88*31 

stood 

3 

8*2 ! 

1-10 

63*8 

1H*() 

9 MO 

sa.nk 

4 

2*1 

0-30 

69-4 

16*8 

88*00 


5 

3-9 

1*0 

70-0 

19*0 

94-00 


6 

8-3 

0*2 

73-9 

13*3 


stood 

7 

3*0 

0*7 

77-0 

0*0 

HC.-70 


8 

5*2 

0*5 

81-7 

5*3 

92-70 

rose*. 

9 

4-0 

0*0 

82-0 

! 4*8 

90-80 

stood 

10 

2-7 

0*3 

85-2 

4*0 

92-20 

rose 
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Fr. C. G. Muller (“ Zeitschrift d. Ver. Deutsch-Ing.,” 1879, 
p. 493, and also Wedding, p. 476) bored solid metal under 
water, and found thereby that not inconsiderable quantities 
of gas escape. Some of the results found are set out here. 


Class of iron. 

Amount 

Gas 

Composition. 

Volume. 

H. 

N. 

CO. 

Bessemer steel before spiegel addition . 

Per 

cent. 

60-0 

Per 

cent. 

88-8 

Per 

cent. 

10*5 

Per 

cent. 

0*7 

The same „ „ ,, „ 

Bessemer rail ingot iron 

44-0 

80-0 

17-9 

1*3 

45-0 

77-0 

23*0 

00 

The same ...... 

51-0 

78*1 

20-7 

0*9 

The same forged out .... 

50 

52-2 

48*1 

0*0 

Open-hearth ingot iron before adding 
spiegel. 

25-0 

67*0 

30*8 

2*2 

Thomas process ingot iron without 
added EeMn. 

20-0 

64-5 

35*4 

0*0 

Thomas process ingot iron with 
added EeMn and FeSi 

22-0 

86*4 

12*7 

0*4 

Thomas process ingot iron with added 
FeSi. 

6-0 

54*7 

45*3 

0 

0 


Boudouard (“ Stahl und Eisen,” 1907, p. 451) found that 
turnings at high temperature under exhaustion can contain 
much greater amounts of gas, and actually up to ten times 
the volume of the metal, and ascertained the composition of 
this gas to be 

H 50*4 per cent., CO 84-2 per cent., CO 2 9*9 per cent., 

N 4*1 per cent. 

One sees that in the gases which escape during casting, 
carbon monoxide forms the chief constituent, whilst the gases 
which are retained by the solidified metal consist principally 
of hydrogen, and contain only very little carbon monoxide. 

It appears now not inopportune to differentiate between the 
gases which are dissolved in the metal and such as are only 
mechanically retained. In respect of the former, it is probable 
that no means are at disposal to essentially influence their 
amount, whilst metal manufactured wholly in the converter, 
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or in the open-hearth furnace, will bo simply saturated with 
gases taking part in the process. 

Eor the gases retained mechanically, on the contrary, the 
relations are different. The chief constituent of the same is, 
as Buhfuss’ table shows, carbon monoxide gas, and this gas 
originates in the interior of the metal itself under conditions 
which do not permit of its instantaneous exit from the metal. 
The very minute gas bubblets formed must first unite them¬ 
selves into large bubbles before they can escape. In order 
that this can happen, time must be allowed, and during the 
same the metal must be maintained liquid by means of high 
temperature. 

Thus the conditions for the production of a metal with low 
gas content become obviously the most favourable if the 
termination of the gas formation he awaited in the furnace 
itself, Lc., if it be not tapped out until (.ho slate of equilibrium 
between the slag and metal has made its appearance. Reaction 
becomes slower and slower with approach to a state of equili¬ 
brium, and therefore if one wishes to end the “heat” under 
such conditions, one must sacrifice a certain time. .But then, 
and indeed only then, it becomes possible to produce a metal 
which exhibits a minimum of the mechanically retained gases, 
and which, on this account, up to setting in the test mould, 
also behaves quietly throughout. Metal with high carbon 
content also then solidifies quietly, whilst it appears like an 
effervescent liquid supersaturated with gases under a strongly 
oxidising slag. 

( d ) Dhoxidation. 

In spite of the most painstaking observation of all pre¬ 
cautionary measures, which are adapted to prevent an excess 
of oxygen in the slag, the entry of oxygen into the metal is 
not avoided, and almost always the amount of the same is so 
large that at least a portion thereof must be removed. This 
is done by means of deoxidation, reducing agents being added 
again to the bath. 

Manganese has already been pointed out to bo the agent 
which reacts in the most favourable manner under the, con¬ 
ditions ruling, and hence manganese is generally used as a 
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deoxidising agent. It possesses greater affinity for oxygen 
and also for sulphur than iron does, and it eliminates the two 
harmful substances named, or paralyses their action. It 
possesses, however, in addition the desirable property of 
increasing to a certain degree the tenacity of the metal and 
of giving it the capability at high temperature to preserve 
cohesion; and also, if it is strongly exposed to strains which 
are not to be avoided in mechanical working. 

On these grounds, a manganese addition, which takes up 
the excess of oxygen, is made at the end of the “ heat.” The 
reaction occurs without evolution of gas, and the resultant 
manganese protoxide does not markedly impair the quality of 
the metal if it should not be allowed time to separate, and it 
therefore remains suspended in the metal. 

But the action of manganese also is not complete. An 
excess must, therefore, be employed, and this excess increases 
the manganese content of the metal. Therefore, the degree 
of the completeness of the deoxidation depends on the man¬ 
ganese addition, and as to this, H. H. Campbell, speaking of 
the acid open-hearth furnace process, says (p. 188): 

“ ... If 1*00 per cent, of Mn be added, there will be 
•60 per cent, in the metal, being a loss of 40 per cent., while 
if *50 per cent, be added, the steel will have *40 per cent., being 
a loss of only 20 per cent. It seems as if with the lower 
manganese the action was not perfect, and that with each 
successive increment of ferro an additional atom of oxygen is 
removed. This fact holds good whether the recarburiser is 
added in the furnace or the ladle.” 

The same is valid for the basic open-hearth furnace. 

Manganese is always employed in the form of an alloy with 
iron, and indeed mostly as highest possible percentage ferro¬ 
manganese, which always contains carbon. This, however, 
likewise takes place in the reaction, whilst carbon-monoxide is 
formed anew, and therefore deoxidation by means of ferro¬ 
manganese gives rise to a renewal of gas formation, which is 
the greater the more oxygen has been taken up by the metal, 
and under some circumstances allows it to assume a quite 
considerable extent. 

If one taps out a highly oxygenated metal immediately after 
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ferro-manganese addition without allowing the bath time for 
reaction throughout, or for degasification, it can happen that 
the reaction still continues its course in the ladle; but the 
powerful disturbance which the metal in the ladle undergoes 
in consequence of the infalling stream itself exeicises at least 
an increased elimination of the mechanically mixed gases, and 
then the metal in the ladle can froth up, and this suddenly 
appear too small to contain the amount. The same action 
can occur once again on running into the moulds, the smaller 
section of which, and the simultaneously appearing influence 
of greater chilling, can then become the cause that the gas 
makes the metal in a moment to froth up to the brim of the 
mould, whereon it immediately sinks back again deeply. 
Such phenomena have been formerly very frequently observed, 
and they admit of being avoided in open-hearth steel if care is 
taken by means of a correct composition of the slag that the 
metal does not obtain an opportunity of taking up large 
amounts of oxygen, and if deoxidation takes place in the 
furnace itself and the metal is allowed time before tapping to 
throw off amounts of gas evolved by any possibility. 

Manganese is without influence on the gases already 
present in the metal. 

Other reducing agents to bring about deoxidation have been 
experimented with, but their use has been discontinued. 

Silicon has proved itself unsuitable on many grounds. I is 
action on the oxygen is at once much feebler than that of 
manganese, and therefore for attainment of an equal action a 
much greater excess must be employed. The product of oxida¬ 
tion, silica, is, according to Ledebur (“ Eisenhuttenkunde,” 
Yol. III.,p. 11), retained by the metal in the state of fine division, 
and therefore prejudices the forgeability. The excess of Si 
which remains in the metal in addition reduces the forgeability. 

Aluminium acts on the oxygen in iron more energetically 
than manganese, but it cannot replace the good properties of 
the latter for the further working. In addition, its employ¬ 
ment has disadvantages as a consequence ; it makes the iron 
viscous, even with small additions, and increases the con¬ 
traction so that the disposition to formation of cavities on 
solidification is greater. 
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Both aluminium and silicon possess a property which 
manganese does not, and which is very much valued for a 
certain purpose, i.e ., they hold gases dissolved in the metal in 
solution, so that these are retained on solidification. 
Aluminium was formerly frequently brought into use in large 
amounts in the manufacture of soft steel; on this ground 
during casting, small pieces thereof were thrown into the 
moulds, and as a consequence made metal rich in gas quieter. 
This dodge, nevertheless, does not require to be employed 
for the open-hearth process, since one is in the position, by 
means of correct slag composition and deoxidation by 
manganese alone, to produce metal poor in gas, so that one 
needs to employ costly aluminium only for special objects, 
and then only in small amounts. 


( e ) Recarburisation. 

The deoxidised metal must finally be given the desired 
properties, of which the most important is the right degree of 
hardness. The hardness*of the metal is in the main specified 
by the carbon content, which, therefore, must each time be 
introduced proportionately to the desired quality. As stated 
frequently already, all the remaining reducing agents can be 
eliminated in the open-hearth furnace before the carbon, so 
that it appears possible to break off the process at the 
desired carbon content, and thereby make recarburisation 
generally capable of being dispensed with. It is unfortunately 
not always possible to regulate the composition of the slag so 
exactly that it is exhausted of oxygen precisely at the moment 
desired, and one more often permits the metal to become 
lower in carbon, and therefore recarburisation must be 
resorted to. The same is usually only needed to a small 
extent, and admits of being accomplished by means of small 
quantities of spiegeleisen, or low phosphorous pig iron, and 
one is able to produce steels of the hardest kinds by these 
means without being obliged to carbonise by means of large 
quantities of spiegeleisen, or nearly pure carbon (Derby 
process). 

Often other substances must be added to the metal for 
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special purposes, silicon, aluminium, nickel, chromium, 
etc and it is desirable as much as possible only in malm 
these additions after deoxidation, in so far as their physical 
properties do not forbid, and (as with aluminium or high 
percentage ferro-silieon) make the addition only during 
running out into the ladlo. 


(f) Pjliknomkna in Casting and Sou nmevnoN. 

Steel has, in common with most substances, the properly 
of nr>pur>vina more space in the molten stale Hum in llu solid 
state^It, therefore, contracts on selling. 

In the production of ingots, stool is east, into thick walled 
cast iron moulds, which rapidly absorb heat from Iho molkm 
metal, and bring it to sotting point, at, its exterior more 
rapidly than in the interior. The set portions shrink further 
on cooling, but to loss extent than the molten interior on 
setting, and therefore cavities or faulty places must originate 
in the ingots. 

Most fusible materials exhibit* these properties, and 
H. M. Howe and Bradley Stoughton have established the 
same phenomena, which appear in steel ingots, in test ingots, 
of stearic acid (ride reference in “Stahl und Kisen," 1 BOS, 
n. 118), and enabled them to render eloar the cause of the 
same experimentally The most, essential renditions which 
determine sitfo, state, and position of I he cavities are the 
following: Tho absolute si/,e of the cavities is dependent cm 
the degree of tho superheat mg with which tho molten material 
reaches the mould, and increases with tho superheating. 

If the cooling down in tin* mould is at an equal rate 
throughout and progressing in the direct ion from outside to 
inside, the material sets in layers parallel to the walls of the 
mould, and originates a cavity which lies in the axis of the 
ingot and comes to an end at a certain length, somewhat an 
shown in Pig. 17. 

But if chilling takes place unequally, ho that only the 
bottom and wide layers solidify whilst tin* upper portion 
remains liquid, this fluid material will sink down and hinder 
the formation of cavities and the entire defect of the material 
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must manifest itself as a funnel-shaped cavity in the top of the 
ingot, of which the base is the larger, and the height the 
lesser, the slower the setting of the upper portion takes place. 
Inversely, in proportion as the upper portion sets more 
rapidly, the base of the funnel will be smaller and its height 
greater (vide Eig. 18.) 

Eiually, if chilling takes place in an unequal manner, so 
that one side of the ingot remains warmer and therefore 
remains fluid longer than the other side, the cavity will shift 
to this side, as shown in Pig. 19. 

Generally, combinations of the three conditions obtain and 



Fra. 17. Fig. 18. Fig, 19. 


correspondingly alter the shape and locality of the cavities in 
the ingot. 

Tho magnitude of the cavities depends on the degree of 
superheating and admits of being influenced by the mode of 
casting, if one casts slowly, or permits (as for example 
happens in ascensional casting) the steel to rise slowly in the 
moulds, whereby much heat is able to be lost by radiation, the 
amount of the cavities or “ pipe ” is decreased. But it can 
never in this wise come below a specified minimum, and the 
absolute magnitude of the same must become greater the 
larger the ingots. 

The explanation of the pipe formation indicates the means 
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of reducing the harm thereof to a minimum. By prolonging 
the time in which the upper portion of the ingot solidifies, the 
piping is located'at the top of the ingot and can be removed 
therewith. In order to achieve this in large ingots (over five 
tons) the upper portion of the mould is lined with a refractory 
material, which is preheated before casting, and thus absorbs 
much less heat from the molten metal than the walls of the 
chill mould beneath this. Further, the head of the ingot is 
maintained molten as long as possible by means of a gas llame 
or by so-called “ pipe thermit,” and feeding by means of hot 
molten steel as the molten metal sinks by contraction on solidifi¬ 
cation of the body of the ingot. Further detail as to this matter 
is to be found in Ledebur’s “ Eisenhuttenkunde,” Yol. III., 
p. 2B7, re Riemer’s Process; also “ Stahl und Eisen,” 1907, 
pp. 1119 et seq. A. Obholzer, “ Prevention of pipe formation 
by employment of ‘ Pipe Thermit,’ ” and Ledebur, p, 245, 
“ Hermet process,” in which steel ingots are rendered, by 
means of presses, sound and of reduced dimensions. 

No process which ensures practical results has yet been 
found for prevention of formation of pipe, in small ingots, 
and one must, therefore, be confined to employment of the 
proper casting temperature and thereby hindering the piping 
from attaining too great dimensions. 

The phenomenon of segregation takes place parallel with 
the piping, that is to say, the separation of material which 
differs in its composition from the average composition of the 
material employed, and actually contains the impurities of 
the iron in much larger amounts. Segregation makes itself 
the more perceptible the greater the dimensions of the 
masses of steel, and it makes its appearance exactly like 
the pipe formation in the places which last remain liquid. It 
is hence possible in the main to limit them to that portion 
of the ingot which is later removed ; that is to say, to the so- 
called “ head.” Moreover, one can thus make them less 
sensible, so that only the purest possible steel is produced. 

The peculiarities of piping and segregation mentioned only 
make their appearance as described if the metal solidifies 
without evolution of gas. They may be partly or wholly 
covered up in other cases. Formation of gas on solidification 
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of the ingot will in general be regarded as harmful, and often 
on this ground it is sought to hinder this in brands of hard 
steel by means of additions of aluminium or silicon. 

In a special case, however, viz., in the production of soft 
ingot iron, which forms the main product of many open- 
hearth furnace works, this (evolution of gas on solidification) 
is able to be of considerable use, provided it does not exceed 
a certain limit. Soft metal properly manufactured, which 
has been deoxidised by means of manganese only, allows a 
portion of the gases to escape on solidification in a very 
regular manner, which, as always is the case, begins on the 
walls of the moulds, and proceeds in layers parallel to these. 

The remainder of the metal remains so liquid that it admits 
of the passage of gases evolved, so that the solidified layers of 
metal retain no gas, and become quite 
sound. Only on the sound layer attain¬ 
ing a thickness of about 20 to 50 milli¬ 
metres the metal in the interior of the 
ingot becomes viscous, thus causing some 
gas bubbles to be unable to escape 
through it to the atmosphere, and thus 
being retained in the metal. These group 
themselves quite regularly and form 
bubble zones parallel to the walls of the 
mould. The interior of the ingot, again, becomes quite sound 
and exhibits only odd irregularly-situated small blowholes. 
The fracture of such an ingot shows the class of appearance 
indicated in Fig. 20 herewith. 

The total volume of blowholes require about the space 
which otherwise would have been taken up by the pipe ; 
whilst still the latter may appear to some extent in small 
detachments in the ingot in the neighbourhood of its axis 
over a large portion of its length, but at best causes the head 
of the ingot to be quite unusable, whilst these portions are 
sound. The faulty places are divided ovei; the entire ingot, 
in the form of small blowholes, which are filled with pure 
hydrogen and possess metallic surfaces. Therefore, the walls 
of the blowholes weld on being forced into contact by rolling 
or forging, or are actually made imperceptible. Thanks, 

R 2 


Fig. 20. 
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therefore, to this peculiarity of the evolution of gas during 
solidification, it is possible to produce ingots of ingot-iron 
which show equal behaviour on rolling from top to bottom, 
and yield so little scrap that one might imagine they were 
pre-rolled blooms. Of course, this can only be attained if 
the deoxidation by manganese is practically complete, and cast¬ 
ing takes place at a proper temperature. If the metal be cast 
at a too low temperature, it is able to give rise to blowholes 
situated too near the surface, forming so-called “brim holes.” 

With such bubbles, the thin outer surface of the metal 
often is burnt through in the re-heating furnace, and the fire 
gases reach their interiors and oxidise their surfaces. Such 
metal on rolling acquires scrafs and slag holes involving its 
rejection. 

Soft ingot iron, manufactured in the open-hearth furnace 
from a manganiferous charge free from red shortness and 
tapped out without manganese additions, casts like a metal to 
which silicon or aluminium has been added. 

It flows quietly like oil, and shows neither during casting 
nor setting the play of escaping gases, which detach particles 
of metal from the upper surface of the ingot, and allow them 
to bum with lively scintillations. 

The ingots also become sound, but are deeply piped, or 
have bad heads. 

Therefore, one willingly adds manganese to such metal, and 
always perceives from its action that the metal contains 
oxygen, and to such large amount that the carbon of the 
manganese is attacked by it. Then again on casting, the 
play in the mould takes place and renders manifest the 
formation of CO. One again obtains faultless ingots with 
good interiors and heads, with the characteristic ^vrangement 
of unharmful small blowholes. 



CHAPTER XXII 


THE PRINCIPAL METHODS OF WORKING THE BASIC OPEN-HEARTH 

PROCESS 

(a) The Pig and Scrap Process. 

The oldest and most widely distributed mode of open-hearti i 
steel-melting is the pig and scrap process. This allows of 
working with a high per cent, charge of old iron (called scrap), 
and furnishes thus the means of regenerating huge amounts of 
iron which are daily withdrawn in all orders of human 
activity as having become unusable. Nevertheless, one 
cannot exclusively employ wrought iron or steel scrap, since 
the amount of reducing agents contained therein do not suffice 
to take up the oxidising action of the gases of the flame. It 
soon became apparent that pig iron was the most suitable 
material through which reducing agents lacking in the scrap 
could be added. Pig iron is a concentrated solution of several 
reducing agents in iron, and various advantages arise due to 
this. Firstly, pig iron melts much more easily than scrap. 
Therefore, it forms itself soon into a pool of molten metal in 
the furnace in which the remainder of the charge dips, 
whereby this also more rapidly attains fusion. The reducing 
agents already in the dissolved state in the pig iron thereby 
distribute themselves over the whole mass of metal when it 
becomes fused, and this thus obtains an equalised and desir¬ 
able composition for the process. The value of the individual 
reducing agents for open-hearth furnace working is different; 
therefore the course of the same depends to some extent on the 
selection of the reducing agents, and consequently the quality 
of pig iron to be employed. 

Silicon causes an increased heat demand, and therefore 
appears undesirable. On the other hand, silicon is easily 
oxidised, and facilitates considerably the formation of slag, 
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since the resultant silica is capable of dissolving much scale. 
Since, however, additional silica generally comes into the 
furnace in not inconsiderable quantities as an impurity of the 
metallic charge, and the additions in the furnace, and since 
this substance is the cause of the formation of large quantities 
of slag, a high silicon is not willingly employed ; it is frequently 
fixed at not more than 1 per cent, in the conditions attached 
to deliveries. In localities where scrap is considerably cheaper 
than pig iron, and where it is, therefore, most advantageous 
to work with the least possible pig iron, one may dispense with 
this restriction. Therefore, the risk is taken of having as much 
reducing agents as possible in the pig iron, as in the foregoing 
case; or also, if an after-addition of reducing agent is required 
for a too soft charge, one may employ highly siliceous brands 
of pig iron without reason to fear outstandings. It then 
involves, of course, taking quite special care in regard to the 
purity of the remaining materials in respect of high silica 
impurities. 

In the open-hearth process, carbon plays the weightiest 
role of all the reducing agents. Its combustion diminishes a 
little the heat required, but its main action rests on the 
property of liberating a gaseous product of oxidation, which 
originates in the interior of the metal itself, and thereby 
brings the bath into motion, thus favouring exchange of heat 
between the flame and bath, also good reaction throughout the 
latter is rendered possible ; and through this alone the open- 
hearth process is capable of being carried out. The most 
favourable course is directly produced by the carbon content 
of the bath being correctly adjusted. 

Now, the conditions under which pig iron is produced in the 
blast furnace admit of regulation of the carbon content only 
to a limited extent, because at the temperature employed 
a metal saturated with carbon always results. Therefore 
prescriptions cannot well be made for the carbon content of 
the pig iron, and it remains the task of the open-hearth 
furnace manager to correctly adjust the percentage of pig iron 
to scrap to suit the carbon content of the mixture. 

In the open-hearth furnace, phosphorus likewise gives rise to 
a slight gain of heat, but nevertheless it is also an undesirable 
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addition in the pig and scrap process, in the basic open- 
hearth furnace. 

In most cases, a phosphorus content up to about 0*5 per 
cent, is actually self-acting, and therefore removed without 
trouble, but larger amounts of phosphorus make themselves 
disagreeably sensible, as is clearly apparent from Harbord’s 
trials at Rilston, quoted on pp. 173 and 192. 

This is due to the circumstance that dephosphorisation is 
only achieved in the basic open-hearth furnace if after its 
removal from the iron the phosphorus is able to go over 
undestroyed into the stable form of calcium phosphate. Such 
large amounts of iron peroxide are requisite for dephosphorisa¬ 
tion that not only dephosphorisation as iron phosphate may 
occur, but that adequate iron peroxide remains over, to be 
engaged on the carbon so long and to hold it from the iron 
phosphate until in time its decomposition is completed. 

In the pig and scrap process, such like amounts of iron oxide 
are not, however, at disposal, and therefore any iron phos¬ 
phate by chance formed must be again at least partially 
decomposed by carbon, and thus a corresponding amount of 
phosphorus returned to the iron. 

Hence, purification of the bath takes place only slowly, and 
a final product must be produced, which has taken up large 
quantities of oxygen and is therefore superoxidised. 

Nevertheless, working with highly phosphoric pig iron is 
possible in the open-hearth furnace, but only by employment 
of an artifice. The bath must then be charged with an excess 
of carbon, and a large amount of ore must be added immedi¬ 
ately after melting down. The removal of phosphorus takes 
place immediately, and also the change into lime phosphate 
can be accomplished without difficulty. The high carbon 
content hereafter consumes the oxygen of the ore added. The 
reduction of the ore necessitates, however, a higher heat 
demand, and thereby causes a protraction of the process. 

The employment of highly phosphoric pig iron consequently 
involves a deviation from the pure pig and scrap process, and 
the method approximates to that of the pig and ore processes, 
to be described later. 

In the real purely pig and scrap process it is sought so to 
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regulate the quantity of the reducing agents which are added 
to the charge in the form of pig iron, that they contain exactly 
the balance for the oxidising action of tins liana*, and the 
employment of large amounts of ore is not requisite. If I his 
has been well adjusted, the conditions for the best working 
results have been created. 

This may, however, be equally well achieved when employ¬ 
ing the most varied kinds of pig iron, highly phosphoric, 
excepted, and owing to this, the open-hearth process possesses 
a great advantage over the pneumatic refining methods, which 
are only able to ho conducted with pig irons of quite definite 
composition, with the result of variations being permissible 
only within quite narrow limits. 

Also, the chemical composition of iho scrap for the. basic 
open-hearth process is quite immaterial ; hut the external 
condition of the same has a certain importance. Neither too 
large nor too small pieces are most convenient for manual 
working. Rusty charges come into consideration in so fur as 
owing to them an increase in percentage of reducing agents, 
and thus of pig iron, is required, and that involves in the case 
of the production of a first-class quality an incivuse in the 
manganese content of the mixture. 

.Furnaces wore charged by hand until recently, and then 
good scrap meant an economy of time in charging, hut by 
employing charging machines, this condition, of course, 
vanishes. Nevertheless, in this case also, medium-si/,ed scrap 
possesses an advantage*., since* molting down takes place more 
rapidly than if very large or very small pieces are employed. 

A good charge, of full weight* melts in three to four 
hours; soon thereafter the boil begins, which, if the pig non 
percentage has been correctly adjusted, reaches its highest 
point after about half-an-hour, and thereafter diminishes again* 
In about a further half-hour the boil becomes quite faint; the 
bath has reacted throughout, and has thereby conn* up to the 
necessary temperature for coating; and the slag is exhausted 
of oxides. In former times no attention was paid to flu* latter 
condition. A harmful influence on the metal was always 
attributed to the slag, and therefore it was sought to remove 
it as much as possible from the furnace before proceeding with 
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improvement of the metal, i.e., deoxidation. But the removal 
of the slag, .especially with fixed open-hearth furnaces, cost 
much trouble and, above all, time. Latterly, it has been 
recognised that a slag low in oxides is unharmful. Therefore, 
such are now aimed at and are left in the furnace until the 
end of the process. In this case deoxidation can be accom¬ 
plished in a few minutes by means of an addition of about 
0*75 per cent, of 80 per cent, ferro-manganese, after which the 
charge is ready for tapping. All reactions proceed practically 
spontaneously, also the regulation of the heat, and the entire 
process requires only little superintendence and aid. This 
method of steel-melting is, therefore, very easy to carry out, 
and is in all respects convenient. 

It has been already mentioned on pp. 188—191 that in 
most furnaces, in tho pig and scrap process, approximately 2*5 
to 8 per cent, of oxygen (taken on the weight of the metal) is 
taken up by the bath owing to furnace action, whereby about 
1*2 per cent. 0, 0*8 per cent. Si, 0*6 per cent. Mn, and 0*2 per 
cent. V are removed from the charge, and, in addition, about 
1 per cent, iron is burnt. The oxidation of all these sub¬ 
stances influences the quantity of heat to be delivered by the 
furnace, in such wise that heat gains per kilogramme steel are 
given rise to as follows 

Krom formula. (C>2) 1*2 por cent. 0 X H~~1()*S calories. 

„ ,, (f$l )(>•(} „ Mil XI'7 = 10*2 „ 

„ „ ((50) 0*2 „ P xll= 2*2 „_ 

Total heat gains 20*2 calories less loss as under ; 
from formula, (58) 0*0 percent. Six 15= 4* 5 ,, 

Or net heat gain 24*7 calorics por kg. steel. 

That is to say, the furnace work is diminished by the above 
amount, whereby the heat requirement for the production of 
1 kilogramme steel is placed at about 825 calories. This heat 
gain is, however, counteracted if the charge is admixed with 
0*5 per cent. S 1 O 2 , since 1 per cent. SiOa, according to formula 
(59), involves a heat absorption of 48 calories. 

The elimination of the reducing agents gives rise to a loss 
of weight or loss of charge of 1*2 per cent. C, 0*8 per cent. Si, 
0*2 per cent. P, 0*6 per cent. Mn, 1*00 per cent. Ee, or a total 
of 8*8 per cent., so that an output of 96*7 per cent, must 
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result. Of this, however, some metal is always scattered in 
casting, and goes for practical purposes irretrievably into loss, 
so that one can only reckon on about 95 per cent, output with 
an ideal pig and scrap process. 

Although it very frequently happens that one can adjust the 
pig addition so exactly that the process can bo carried out to 
the end in the manner described, without aid, still it is not 
always possible. If it should be somewhat too small, the bath 
cannot rightly attain the “ boil,” and spiegoleison or pig iron 
must be further added according to the stillness of the bath. 
But this always indicates a not inconsiderable lengthening out 
of the process, and therefore it is sought throughout to avoid 
a too small pig iron charge, which works too “ soft,” or has as 
a result a “ set ” charge. Somewhat too much pig iron rather 
than too little is most preferably provided. In order to obtain 
evidence as to the composition of the metal at the proper time, 
tests are taken from the bath during the ^ boil,” whievh are 
investigated as to their degree of hardness by tbo mechanical 
test methods. If thereby it is perceived that the carbon 
content of the bath is higher than necessary, then the process 
is accelerated by means of some shovelfuls of ore, which, 
added to a hot hath, cause a more violent boil, and an increased 
elimination of carbon. In this manner, a small excess of 
reducing agents is rendered unharmful, without perceptible 
expenditure of time. 

The process is rendered more difficult if the scrap does not 
consist of pieces of desirable sizes. Very large, massive pieces 
melt with difficulty, and crops off ingots of largo section lie 
longer in the remaining molten metal before they completely 
melt down. Small-sized scrap admits of being worked with 
still more difficulty, and turnings especially sot up easily 
important conditions. If one introduces such-llko material 
in large quantities into the furnace, the upper layer fuses 
rapidly, but the fused portion sets again by sinking in the 
pile, and thereby the under-portion of the charge becomes 
a compact mass, which contains a whole quantity of occluded 
air, which, as a bad conductor of heat, renders the entrance 
of heat more difficult, and considerably delays the molting 
down. Between whiles the carbon content of the already 
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melted materials is slowly used up, and the bath can then 
in general not again reach a “boil.” Therefore, scrap 
requires higher percentage of pig iron in the charge the 
smaller its pieces. 

Silica, which reaches the furnace as an impurity, exercises 
a further unfavourable influence. Owing to being the cause 
of a consider aide increase in the quantity of slag, the furnace 
must liberate much more heat in the production of a speci¬ 
fied quantity of steel. Silica adheres to pig iron usually 
in larger amounts than one bolieves, and especially if the 
pig iron is cast in sand ; a sand covering of 2 or more per 
cent, is not rare, but also the scrap brings sand into the 
furnace, and generally the more, the smaller sized the scrap. 
Shearings, punehings, turnings, and the like admit generally 
only of being taken up from the llooring by the shovel, and 
thereby it is unavoidable that certain amounts of sand and 
earth are picked up, and then also get into the furnace. 
Silica, in the form of remnants of refractory materials, often 
adheres to the sera]) produced in steel works, and is frequently 
charged with if into the furnace because, very wrongly, the 
cost involved in the removal of the same is shunned. 

The diminution of output, which is occasioned through 
employment of unclean material, makes itself more felt 
than the increase of heat demand mentioned. There are, 
for the greatest part, sand on the one hand, and, on the other 
hand, rust on the scrap, paint on old roofing sheets, and tin and 
solder on tin sheet scrap, completely weighed in with the iron, 
and as such placed in the reckoning, and in this manner 
a considerable loss of charge is given rise to. As to this, for 
each 1 per cent, of SiOa, 0*5 per cent, iron must go into the 
slag (according to formula 45), and if this amount also is not 
very considerable, it is, nevertheless, so large that it cannot 
be overlooked. 

If, for example, the ideal charge before-considered, which 
yielded 8*3 per cent, charge loss, be taken as being impurified 
by 4 per cent. SiOa and 1 per cent, of other impurities, it will 
fix the charge loss at 8 * 3+4 + 4 x 0 * 5 + 1 = 10*3 p er cent., and 
since on casting about 1 to 2 per cent', can be lost, at a 
total of 12 per cent., so that the output would amount to only 
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88 per cent. But that is a result which occurs likewise 
in the Bessemer process, or is even more unfavourable than 
in this. It can, nevertheless, be still worse if the process 
is terminated without complete utilisation of the iron content 
of the slag. Such-like methods of working are at the 
present still practised in many places, whereof the best 
evidence is given by the slag analyses, which are set out 
on p. 175, in which up to above 18 per cent. Ee may 
be found. 

Owing to a high iron content in the final slag, a considerably 
higher requirement of ferro-manganese, and therewith an 
increase in the manufacturing costs", is caused in addition. 
In illustration of these disadvantages, let some data be 
furnished which issue from some works which were compelled 
to work exclusively with bad scrap, and of that much tin 
sheet scrap, and as little as possible pig-iron, which contained 
very little manganese. The normal duration of the “ heat ” 
was seven to eight hours with 12 to 13-ton charges; the 
loss of charge amounted to 10 to 12 per cent, the metal 
was strongly oxygenated, and required 1*2 per cent, ferro¬ 
manganese for deoxidation. The normal final slag had (after 
resultant manganese addition) the following composition:— 
27 per cent. Si(> 2 , 9 per cent. EeO, 5 per cent. Mn, 

47 per cent. CaO, 8 per cent. MgO, 3 per cent. P 2 O c . 

A “ heat ’’.from a like charge, but which had melted down 
too soft, necessitated several additions of spiegel and pig iron ; 
since, however, these had evidently not been correctly adjusted, 
the heat remained fourteen hours in the furnace and required 
8*25 per cent, ferro-manganese for deoxidation. The material, 
in spite of this, was of very inferior quality. The composition 
of the final slag, with 

16*17 per cent. Si0 2 , 19*82 per cent. FeO, 6*18 per cent. 

Mn, 86*4 per cent. CaO, 16*14 per cent. MgO, and 
2*5 per cent. P 2 0 5 

shows clearly the cause of the failure; a deficiency of 
reducing agents ruled, and thereby the oxidising action 
of the furnace could not be sufficiently taken up. 

The great difference in price between individual pig irons 
and kinds of scrap makes it in many localities impossible to 
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admit of providing the furnaces only with good charging 
materials, and one must often work with much inferior 
material, if not even exclusively such. Therefore, naturally, 
disadvantages in buying obtain. Such market conditions are 
the cause that, by degrees, the sub-methods of steel melting 
described below have been built up. Their result under the 
unfavourable conditions is also an evidence of the adaptability 
and the elasticity, and thus also of the perfection of the 
Basic open-hearth process. 

(b) The Scrap-Carbon Process. 

There, are localities where scrap is a drug on the market and 
is to be had at low prices, whilst pig iron is only able to be 
procured at high prices. Under such conditions good service 
can be rendered by a process for which Leopold Pszczolka, 
of Graz, took out a patent in the year 1890. According 
to this process, the deficit of reducing agents in the charge 
was aided by additions of the most active of all, namely, 
of carbon, in the forms given below, in that for each 1 per 
cent, deficient carbon, 1 to 1*5 per cent, graphite, anthracite, 
or coke ; of 2 per cent, coal, 2*5 to 8 per cent, brown coal, or 
5 per cent, dried wood was added. 

According to Bchmidthammer (Stahl und Eisen, 1906, 
p. 1248), for each unit of carbon to be added, 1*5 to 2 units 
of coke is added, which is ground up, in order that it be able 
to be taken up more rapidly. In order to protect it as much 
as possible from burning, it should be mixed with about five 
times the amount of turnings. The rich carbon material 
so obtained is appropriately placed bottom-most in the furnace 
and covered with the remainder of the charge. In this 
manner working 100 per cent, scrap is achieved, i.e., entirely 
without pig iron. 

This carbon can, however, only be taken up by the metal, 
when the same is inched down or, at least, has reached the 
pasty condition. Since, with scrap, very high temperature 
is necessary for this, it is clear that melting down is much 
more prolonged than when pig iron is used, and, further, the 
formation of larger amounts of scale is caused. Thus again, 
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more carbon must be brought into the bath than is necessary 
with the pig and scrap process, the after-removal of which 
prolongs the process, and thus working without pig involves 
still further expenditure of fuel. 

Further, there is a deficit of silicon from pig iron, on which 
ground care should be taken that the necessary amount of 
Si0 2 for slag formation is at the disposal of the bath. 
A deficiency is not to be feared with bad scrap, but with 
good scrap it may well take place, and then an addition of 
good final slag from a previous charge is to be recommended. 

In charges consisting solely of scrap the manganese is low 
under all circumstances, which must have, as a consequence, 
metal containing oxygen, which again requires increased 
additions of ferro-manganese for deoxidation. This defect can 
sometimes be redressed by means of additions of manganese 
ores. 

The remainder of the course of the scrap-carbon process, 
which is seldom carried out, is the same as the pig-iron-scrap 
process. Dr. Ing. Th. Naske gives in “ Stahl und Eisen,” 1907, 
p. 191, an example of a charge of the sort. Sixteen thousand 
kilogrammes soft steel-scrap were charged together with 
briquettes which consisted of 320 kilogrammes small coke, 160 
kilogrammes tar. and 420 kilogrammes Caucasian manganese 
ore containing 50 per cent. Mn, and 320 kilogrammes limestone 
and 10 kilogrammes river sand served as further additions. 
After melting down, the metal was soft, contained 0*66 per cent. 
Mn, and was free from red shortness. The “finished” test 
showed 0*45 per cent. Mn and 0*07 per cent. C, and the 
“ heat ” took 315 minutes, reckoned from the beginning 
of charging to tapping. The same furnace produces 20,000 
kilogrammes steel in 280 minutes by the pig and scrap process. 


(c) The Pig and Ore Process with Solid Charges . 

The development of the open-hearth process admitted 
of the stocks of scrap present in the great centres of the 
iron industry being rapidly depleted, so that there soon began 
to be a deficiency of the usual good charging materials. In 
order to be able to carry it on further, one was compelled to 
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resort to working with scrap of inferior value, and, as this 
material became dearer owing to tire costs of carriage from 
further removed localities, finally to deal with an increase 
in the pig iron percentage in the charges. The excess of 
reducing agents which was thereby brought into the charges 
could, rationally, only be removed by means of corresponding 
additions of iron oxides, and one soon arrived at bringing 
this iron oxide into the furnace simultaneously with the 
metal, so that it became active during the melting down. 
By means of such artifice, one, of course, put out of reach 
observation of the details of the action, but one was enabled 
to obtain metal after melting down exhibiting the same com¬ 
position as a pig and scrap charge at the same stage of the 
process. Only thereby much larger quantities of slag were 
given rise to than in the pig and scrap process. One attributed 
a harmful influence to this and, therefore, sought to remove 
the slag as much as possible as soon as it showed above the 
molten charge. One thereby also arrived at diminishing 
the amount of slag which remained in the furnace so far that 
the finishing of the charge was able to take place under some¬ 
what like conditions to those usual in the pig and scrap process. 
Through such-like modes of working the demonstration was 
brought about in many localities that the convertion into 
steel of charges with larger percentages of pig iron, even 
of pig iron alone, is possible if oxygen in ore is used as an aid 
in adequate amounts. Nevertheless, the following difficulties 
were given rise to thereby:— 

1. It much damaged the basic structure, since holes 
frequently formed in the bottom, there always took place 
a very great cutting away of the banks, so that the hearth 
repairs required considerably more time and material. 

2. Largo quantities of ore were required, and likewise the 
amount of limestone required increased, whereby the costs 
of the charge were raised. 

3. The melting-down period lasts much longer with the 
increase of pig iron and ore additions, and therewith total 
duration of the “ heat ” as well as the coal consumption and 
the wearing away of the acid structure of the furnace. 

Owing to all these circumstances, the production of the 
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plant went down very much, whilst the manufacturing costs 
were increased in a manner that absolutely brought the 
pneumatic refining processes into competition. 

The cause of all these defects admits of being well explained 
in the following manner: The easily fusible pig iron trickles 
down after melting and comes in contact with the ore, whereby 
the characteristic changes result, i.e. iron silicate and 
phosphate are first formed which dissolve iron oxide and now 
reach the bottom of the furnace on which they must exercise 
their action.. Only when the quantities of molten metal 
become larger are the iron-rich slags forced away from the 
bottom and compelled to react on a larger scale on the lime¬ 
stone charged with it. It cannot at the outset, however, do 
this, since the ferruginous slag acts on all the reducing agents 
in the molten iron, thus also on the carbon, which gives with 
it, as is known, strongly endothermic reactions. The quan¬ 
tities of heat which reach the reaction zone with the melted 
iron are here consumed until the limit of the action of carbon 
on ore is arrived at. It is, therefore, impossible to permit of 
the origination of a hot bath of metal of uniform composition; 
most usually the under portion of the charge forms itself into 
a paste, which consists of ferruginous slag and particles of 
metallic iron, which in different places are unequally strongly 
pre-refined. This mass conducts heat somewhat equally as 
badly as bad small-sized scrap. The iron peroxide of the 
iron ore is thereby for the most part only reduced to iron 
protoxide, and the occurrences permit of being expressed by 
the formulae: 

Si+Fe 2 0 3 =Si0 3 Fe+Ee. 

C+E e 2 0 3 =:2F eO+CO. 

One also sees clearly during the melting down that carbon 
monoxide issues by fits and starts through isolated canals 
which reach from the interior to the upper surface of the 
mass, which -belch out small amounts of slag forming small 
craters round the outlet places, thus giving evidence of the 
work of the reactions taking place in the interior. Only after 
further time making the upper surface so hot is achieved that 
it forms itself into a proper bath of iron, which then afterwards 
liquefies the under layers. Only then has the temperature 
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become high enough in order to set up the essential reactions 
typical of the basic open-hearth process, namely the trans¬ 
ference of large quantities of iron silicates and phosphates 
into the corresponding limesalts and the reduction of iron 
protoxide set free to metallic iron. If the slag was allowed to 
run out of the furnace before the ending of the last-named 
reactions, the reducing agents were removed out of the iron, 
but their products of elimination were removed in a form 
which did not permit of the using up of the iron content of 
the ore. One had almost completely allowed this iron content 
to go to loss, and on the other hand attained a loss of charge 
which is approximately equal to the sum of all reducing agents 
in the pig iron. 

But if the ore addition has not been exactly adjusted, some 
further defects manifest themselves. If it be too small, the 
motal after melting down contains more carbon than usual in 
the pig and scrap process, and under the influence of iron 
ore additions it ofTervesces; it forms considerable new quan¬ 
tities of slag, and the finishing of the “heat” is much 
prolonged. 

If per contra the ore addition be too large, the metal 
becomes so soft that it admits of being melted with difficulty, 
and then much pig iron must be added afterwards, often 
causing trouble enough even to bring the charge out of the 
furnace. 

To achieve the avoidance of the evils on melting down and 
to produce in addition favourable utilisation of the ore 
additions, even in that case it gives rise to larger absolute heat 
requirement than is necessary for the pig and scrap process. 
This surplus requirement admits of being estimated for each 
given charge*, from the figures previously ascertained. Eor 
example, were a pig iron employed with 1 per cent. Si, 05 per 
cent. P, 2 per cent. Mn, and 4 per cent. 0, of which during 
melting down there would be eliminated by the oxidising 
action of the furnace, say 0*8 per cent. Si, 0*2 per cent. P, 
0*6 per cent. Mn and 1*2 per cent. C, there would remain for 
removal by means of the oxidising action of the furnace and 
ore, up to finishing, 0*7 per cent. Si, 0*8 per cent. P, 1*4 per 
cent. Mn, and 2*8 per cent. C. 


B.S. 


s 
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During melting down, the heat required would be diminished 
by the oxidising action of the furnace as follows:— 

0-2 per cent. P x 11= 2-2 calories . . . (from (iO) 

0-0 „ HnX 17 = 10-2 „ ... . (from 61) 

1-2 „ C x 14= 16-8 „ 

Total 29*2 calories 

LessO-3 „ Sixlo —4~5 „ . . . (from 58) 

Net 24*7 co lories 


The heat required up to finishing would be increased by 
the action of the ore to the extent of: 

0*7 per cent. Six05=43 calories 
0*3 „ P X 10 = 12 „ 

2*8 „ Ox2j = 70_m _ 

127 calories 

Less 1*4 per cent. Mnx7=JLO _ ,,_ 

Net 117 calories. 


The surplus heat which would have to he provided per 
kilogramme steel would amount to 117 — 24 = 93 calories, or 
about 27 per cent., and would be still further considerably 
increased if the ore employed contained silica. 

In conjunction with this, instead of a charge shrinkage of 
(1 per cent. Si 4- 1 per cent. Fe) + 0*5 per cent. P + 2 per 
cent. Mn + (4 per cent. C + 0'2 per cent. Fe) = 8*7 per cent., 
there must be produced a charge growth, of 


0*7 Six 1*00=0*7 per cent. 
0*3 Px2-00=0*6 
2-S0Cxl-47=4 T 

5*4 per cent. 

Less 1*4 per cent. Mnx0*32 

+above 2*3 X =2 *75 „ 

Net 2*(5f) per cent. 


vide (09) 

” ('!> 
>> ( 75 ) 


,, (74) and foregoing. 


This provides some compensation for the great heat demand 
and for the higher cost of charge, which is to be attributed to 
the ore requirement. 

It is not difficult to ensure this latter advantage if one 
adopts the mode of vorking which is given in the description 
of the pig-iron process with molten charges. 

The figures ascertained for the increase of the hoat required 
1 Oxidising action during melting down. 
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show immediately that a considerable facilitation of the 
furnace working must result if the pig iron is introduced into 
the furnace in an already molten instead of the solid state. 
This appears adoptable without anything further in works 
which have their own blast furnaces. It will warrant to these 
works the further advantage that the blast furnaces are spared 
the costs of easting the pig iron info pigs, and breaking and 
carriage of the same. Of course, the oxidising action of the 
furnace during melting down will be lacking, whence the ore 
addition must undergo a further increase. 

Eor pig iron of tho previously assumed composition, />., 
1 per cent. Si, 2 per cent. Mn, 0*5 per cent. P, and 4 per cent. 
0, one would proceed thus. Hitch a metal must give rise to a 
charge growth of 

1 per cent. Si x 1 *00 —1*00 per cent. 

0-5 ,, - 1-00 

*1 ,, (JxWP -fr NS _ 

7*NS ,, 

Less 2 per (‘.out. Mil X0\‘J2 U)*(M ,, 

Net 7*21 per cent. 

This is thus 4*59 per cent, more than yielded by the 
preceding, whilst tho increased heat required per kilogramme 
steel must bo as follows :— 

1 per cent. Si x (>."> - <>,) 

<>•,) „ 1’ X'lO 1:0 

•t „ Ux 2.V; 10(>_ 

Leas 2 „ Mu x 7™ 1-1 

Net, 171 calories. 

If the pig iron be introduced into tho furnace with an 
available heat of 250 calories, there would be received from 
250 

the pig iron |calories per kilogramme steel. 

Thus the pig-iron process with molten charges, with respect 
to the amount of heat required from the furnace, appears at 
the least not less advantageous than the pig and scrap process. 

(d) r VUo Pi {/-iron Pmrntu irilh Molt on (-liar// oh. 

The pig process with molten charges has been sought in 
many quarters, though it has generally yielded few favourable 

s 2 
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results. H. H. Campbell sees the main difficulties in this 
process in the powerful effervescence of the bath during the 
first period of decarburisation, owing to which working is very 
inconvenient in ordinary fixed open-hearth furnaces. The 
bath rises, and slag, indeed also metal, reach the acid portions 
of the furnace structure, at times even flowing into the 
regenerator chambers, thus soon bringing the furnace to an 
early stoppage, if one does not elect to permit slag to run 
over the door sills^on to the working platform, whereby again 
approach to the furnace is rendered difficult or made quite 
impossible. Campbell overcame these difficulties by means of 
employing a tilting furnace of his own design, which differed 
from the Wellmann construction, in that the gas and air ports, 
and therewith the heating action, did not require to bo broken 
off when the furnace was tipped. Molten pig iron was intro¬ 
duced into this furnace direct from the blast furnace on to 
properly prepared quantities of ore and limestone. Campbell 
describes the course of this process as follows (p. 211) 

“ During the combustion of silicon, no violent reaction 
occurs, but immediately afterward a general movement takes 
place, whereupon the furnace is tipped over until the metal 
is thrown away from the doors and up on the back side. In 
this way, the capacity of the furnace is practically doubled, 
while the flame enters and goes out as usual. The furnace is 
kept in this position for two or three hours, until the bath has 
quieted down. Meanwhile, the slag is trying to froth out of 
the ends of the furnace and down the ports, hut to do ho it 
must flow over the open joint between the ports and the 
furnace. This joint is not wide, but special provision is made 
to allow the slag to run out through a small hole and fall 
down beneath the end of the furnace in a slag pit. In this 
way, a considerable quantity is removed, and the time of tho 
operation lessened/ 7 

Further, he says :—“ This practice of using direct metal has 
been in more or less continuous use for several years on furnaces 
of fifty tons capacity. Working in this way, the iron of the ore 
is reduced in such quantity that the product of steed, counting 
both ingots and scrap, exceeds the weight of pig iron charged 
by from 4 to 6 per cent, when the charge is entirely pig iron.” 
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Campbell thus obtained very good results, but he found 
apparently no very great advantage in the same, since he 
asserted that he had also obtained nearly equally good results 
with pig iron charged cold, xl fifty-ton furnace, which was 
charged with cold charges prepared from 97*5 per cent, pig 
iron produced, in the year 1896, 437 tons of steel in a 
week, which is equal to a month’s production of 1,894 tons. 
Campbell states further that working with direct metal, 
contrary to pointing to a revolution in the steel industry, 
involves disadvantages up to a cerrain extent, and did not 
save as much time as one would have expected. Experiments 
in many other localities yielded, so far as known to the author, 
much less favourable results. Talbot was the first who 
guaranteed to obtain higher production by working with 
molten pig iron, than by the employment of solid charges. 
This depends principally on the higher output and the advan¬ 
tages which are attained by his method. 

(1.) The Talbot Pjrocess. 

Talbot proceeded on the general assumption that decarburi¬ 
sation proceeds with the greatest intensity if the carbon 
content of the metal amounts to under 1*5 per cent. In order 
to bring the high carbon content of the pig iron down to this 
amount, he adopted the artifice of diluting the pig iron by 
means of a larger amount of molten steel. As an apparatus, 
he selected a large tilting furnace, originally of 75 tons 
capacity, in which at first about 40 tons of steel were produced 
in the usual way. After complete decarburisation, iron oxide 
in the form of ore or roll scale was added and heated up, 
whereon then about 10 tons ot’ molten pig iron were added. 
A very lively reaction ensued, by which Si, Mn and P were 
completely eliminated, and carbon partially so, to an extent 
which corresponded to the quantity of heat stored up. During 
pouring in the pig iron the action was always so powerful 
that gas and air must be shut off, and in spite of that a 
flame given rise to by the CO formed blew out of the furnace 
doors. The metal was thereafter exposed to furnace, action, 
and completely decarburised in a short time. When the 
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furnace was filled up in this manner he began to cast there¬ 
from in regular periods, whilst corresponding quantities of ore 
and pig iron were thereafter charged. r lhe process became a 
continuous one in the manner described. But only decar- 
burised metal is obtained in the furnace, and recarburisation 
in the ladle must be adopted, since otherwise the ferro¬ 
manganese required would be inordinately increased. 

At the commencement, it was feared that much destruction 
must be caused by damage to the bottom. It has, however, 
proved that these fears were groundless, inasmuch as the 
reactions take place in the upper portion of the bath, and the 
actual bottom does not become injured. On the contrary, the 
banks are attacked at the slag line and must be repaired after 
each charge, which, however, is able to be done without 
■ difficulty. 

Since melting down is saved by such a method of working, 
and the treatment of metal is,set up when it is of similar 
composition throughout, to a pig and scrap charge, on com- 
, pletion of melting down, aud since this admits of finishing in 
a short time, one ascribed to the Talbot process the capacity 
of achieving very large production. One overlooked that 
carbon elimination by means of ore gave rise to a large heat 
requirement, which Campbell had pointed out as a result. 
In addition, also, the pig iron must be heated up from the 
temperature of molten pig iron to the higher temperature of 
castable steel, and the furnace must furnish the entire 
demands of heat likewise. But this requires time. On this 
ground, the expectations as to the productive capacity of the 
Talbot process were not quite fulfilled, and it was sought to 
enforce the object in view by increasing the capacity of the 
furnaces. 

K. Poeeh describes in “ Stahl und Eisen,” 1906, p. 1801 
el seq ., the newest Talbot plants of the Cargo Fleet Works in 
Middlesbrough, and the Jones & Laughlin Steel Company in 
Pittsburgh. 

The former comprises three tipping furnaces of 175 tons 
capacity each ; the latter has furnaces with a capacity of about 
200 tons. The method of working is essentially the same for 
both plants. After pouring off 50 tons of steel, the additions 
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of ore and lime are next; charged and heated up, and whilst 
they melt, the necessary repairs at the slag line, which should 
be much less than with fixed furnaces, are taken in hand. 
As soon as the additions are melted down, the first ladleful 
of pig iron is run in. Hereon again additions are charged, 
and on these is poured the second ladleful, which always 
exercises a much smaller reaction. Special value is laid on 
obtaining as complete reaction as possible, after teeming in 
the pig iron. After this, the bath contains only about 
0*8 per cent. C. The larger the amount of pig iron poured 
in at a time, and the higher the silicon content of the same, 
the livelier reaction takes place. If the bath has quietened 
down to some extent, after the second addition of pig iron, a 
portion of the sing is removed, since too thick a slag covering 
hinders the finishing. The ferro-manganese is added in the 
casting ladle. In spite of decarburisation appearing from the 
description to take place so rapidly, a charge of 50 tons is 
only tapped off every six hours, which is thus equal to a pro¬ 
duction of 200 tons per diem. The first furnace produced in 
the first twelve working weeks somewhat less, namely a round 
1,000 tons per week, or 120 kilogrammes steel per minute. 
The coal consumption amounted to approximately 25 per 
cent., the output (taken op. the weight of the metal charged) 
to 105*7 per cent. 

The condition that tilting furnaces are required, the 
building of which is very costly, is mainly the cause of the 
process having found relatively small adoption. A. Surzycki 
sought to make it adaptable to fixed furnaces, by means of 
providing several tap-holes at different heights. 

(2.) The Combined Processes. 

Two other processes, which enable the open-hearth furnace 
to work pig iron without scrap, are the combined processes, 
namely the Witkowitz duplex process and the process of 
Pszczolka-Daelen. Both are based on the idea of removing 
the greatest portion of the reducing agents from the pig iron 
before it is introduced into the open-hearth furnace. As a 
suitable pig iron for this process, Witkowitz employs one 
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which contains enough silicon in order to admit of being 
decarburised in an acid-lined Bessemer converter, not to 
become too cold thereby, whilst on the other hand, the phos¬ 
phorus content is so high that treatment in a basic hearth 
must follow and is nevertheless too low in order to permit of 
treatment in a basic Bessemer converter. Metal taken from 
the blast furnace is desiliconised and decarburised down to 
about *1 per cent, in the acid converter, whereon it is trans¬ 
ferred to the open-hearth furnace and there dephosphorised 
by means of ore additions, and simultaneously decarburisation 
proceeds to finality. The demands on the open-hearth furnace 
are considerably reduced thereby, the time of treatment is 
short, and the furnaces attain quite double the production 
which they could turn out by the ordinary pig and scrap 
process w T ith cold charges. The process requires, however, 
a complete Bessemer plant, which is costly to build and’work, 
on which ground it has found few imitators. 

L. Pszczolka sought to remedy these defects by means of 
employing the transport ladle (which conveyed the molten pig 
iron from the blast furnace to the open-hearth furnace) for the 
pre-blowing. He saved the requisite blowing engines by 
means of taking the blast from the blast conduits of the blast 
furnaces. In order to be able to ^utilise this blast for pre¬ 
blowing in spite of the low pressure, he did not admit it, as 
occurs in the Bessemer converter, by passing it upwards 
through the iron, but it acted on the upper surface of the 
same. Since, moreover, the manufacturing costs in *the open- 
hearth furnace are smaller if the silicon content of the pig iron 
is low, but one cannot well employ cold blast with a pig iron 
with less than 1 per cent. Si, so Pszczolka-Daelen employed 
the blast from the hot blast conduits by means of the avail¬ 
able heat of which, as well as the heat developed from the 
combustion of the CO developed in the iron, the deficiency of 
silicon in the iron would be compensated for. The process is 
nevertheless fettered apparently by many difficulties; at all 
events it has not been capable of adoption. It shares equally 
with the Witkowitz process the disadvantage that the reducing 
agents in the iron are completely lost, and that a not 
inconsiderable loss of metallic iron takes place in addition. 
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(3.) T&e Bertrand-Thiel Process. 

This process, the first patent for which was taken out in the 
year 1894, was first carried out with solid charges, as also 
Monell’s process described hereafter. Great results were, 
however, only achieved after resorting to molten charges. 

It was originated on the assumption that the large quanti¬ 
ties of slag proceeding from the elimination of the reducing 
agents must unfavourably influence the process if the “ heat ” 
were burdened with them to the end, and this assumption 
made it appear advantageous to divide the process into two 
operations, rendering possible the removal of the slag which 
occurred in the first operation. It proved that in the main 
Si, Mn and P were removed in the first operation, whilst the 
carbon content was only reduced about one-third. 

This first portion of the process is, therefore, uncommonly 
like the Ivrupp process, but since it is conducted in a basic 
open-hearth furnace, which permits the attainment of higher 
temperatures, it achieved the immediate decomposition of the 
iron silicates and phosphates almost completely into the 
limesalts, and reduction to a minimum of the iron content of 
the resulting slag. Owing to this, the possibility increased 
of better utilisation of the materials charged, and simultaneously 4 
of yield of metal. 

As shown by the statements on p. 188, in the case of 
only partial decarburisaticn, one can diminish the quantity of 
slag due to 1 unit Si0 2 to 2*9 units, whilst in the case of 
complete decarburisation this rises to 4*78 units. Therefore, 
an interruption of the process at a lesser decarburisation 
involves the products of elimination of silicon, manganese 
and phosphorus going over into a more concentrated form 
than is otherwise possible, thereby giving rise to a diminution 
in the quantity of slag, and as a consequence also of total 
heat required. 

The first advantage, namely, greater concentration of Si0 2 , 
and P 2 O 5 in the slag is fully attained actually. The second, 
however, the diminution of the total amount of slag and its 
influence on the total heat requirement is, owing to another 
condition, made illusory. After ending the first operation the 
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bath, is tapped out, and thereby the metal is freed from the 
slag in the most rational way; and it arrives free from slag in 
the second furnace. Here it should be freed from the 
remainder of the carbon content, but for this a specified amount 
of slag is necessary, in order that sufficient amounts of 
dissolved iron oxides should be at the disposal of the carbon. 
This quantity of slag must be thus created afresh. Since 
silicon, which alone admits of spontaneously producing molten 
iron silicate, is now no longer present in the metal, this must 
first be formed in the furnace from iron oxide and silica, and 
for this a larger supply of heat is required. In addition, with 
employment of very pure ore, it may occur that too little silica 
is present and new additions of silica be required. 

The process, for which originally two furnaces were 
employed (of which the one was placed higher and tapped 
directly into the lower), was later modified, so that the furnaces 
lay alongside each other; the charge from the first furnace 
was tapped into a ladle and this then lifted up and its contents 
transferred to the second furnace. Nowadays the process is 
carried on according to Hoseh’s patent in a single furnace, 
from which the metal is tapped after the first operation, and 
immediately after the removal of the slag put back again into 
the same furnace. 

As to the working results which have been obtained by the 
process in modern times, H. Darby and Gr. Haddon communi¬ 
cated to the Iron and Steel Institute (Vol. I., p. 122, 1905) 
that the production of a group of two furnaces, of which the 
first contained 15 tons and the finishing furnace 20 tons, 
amounted in five days to 908,435 kilogrammes steel, which per 
furnace and day amounts to 91 tons, in connection with which 
were required: 26*7 per cent, coal for the producers, 5*1 per 
cent, basic material, 8*3 per cent, lime, and 6*3 per cent, lime¬ 
stone, 22*3 per cent. Swedish ore, and 3*4 per cent, roll scale, 
against which a yield was attained of 104*02 per cent., and in 
another experimental series 104*5 per cent. 

The slag of the first furnace when employing highly phos¬ 
phoric pig irons is very rich in phosphoric acid, and is 
therefore equally valuable if not still more valuable than basic 
Bessemer slag. This will be discussed later. 
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(4.) The Monell Process. 

In the year 1900 Ambrose Monell, of Pittsburg, took out a 
patent for a process to render possible the employment of pig 
iron in ordinary fixed open-hearth steel furnaces. It is cha¬ 
racterised throughout by dephosphorisation of pig iron taking 
place before removal of large quantities of carbon, if ore in 
sufficiently large amounts is brought into action. 

In carrying out the process, first a portion of the charge is 
charged cold into the furnace; then the usual lime addition 
together with ore equal to 20 per cent, on the weight of the 
iron. Afterwards the entire preparation is heated up to a red 
heat, and the remainder of th^ pig added thereon in the molten 
form. A lively formation of basic slag takes place with rapid 
oxidisation of the phosphorus, silicon and manganese, and a 
portion of the carbon. 

Obviously here also the remaining in the furnace of the slag 
obtained was regarded as harmful, since it was specified that 
of this slag up to 80 per cent, should be drawn off after about 
an hour, and the metal should remain nearly uncovered. It 
was then decarburised in about five hours by means of further 
additions of ore. The process shows a gain in time over the 
usual, for in 40-ton furnaces it admitted of making 18 instead 
of 11 charges per week. 

In the year 1902 Monell and Bees-James improved the 
process by employing the entire amount of pig iron in the 
molten state, and only charging it after the additions (25 per 
cent, sinter and 6 to 7 per cent, lime, on weight of pig iron) 
were already heated to a white heat. Then, after a short time, 
80 per cent, of the slag was removed and with rise of tempera¬ 
ture and further additions of sinter it was decarburised in four 
hours or more. 

(5.) Pig and Oiie Process with Molten Iron in Ordinary 
Fixed Open-Hearth Furnaces. 

Shortage of scrap was also the cause of the general adoption 
of the pig and ore process in the South Bussian works of 
the Donetz-Jurjewka, Company. 
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This stimulated the desire by study of the theoretical heat 
problem to render useful the large quantity of heat stored in 
the molten pig iron from the blast furnace, and which is lost 
in ordinary methods of working. 

The first result was knowledge of the differences in energy 
change, which took place by the reactions between iron ore 
and the reducing agents in molten pig iron, and it was con¬ 
cluded therefrom that the elimination of substances, the 
reactions of which were exothermic, might in no wise lay 
claims on the heat liberation of the furnace, that the heat 
thereby set free must be previously usable by contributing to 
assistance of the endothermic carbon reaction. 

Further, since generally two substances react with greater 
intensity the more concentrated their solutions, it was to be 
expected that w r ith the object of successful elimination of the 
carbon it was not necessary to dilute the carbon content of the 
metal down to approximately 1 per cent, as Talbot did, whose 
process was at that time known. 

The correctness of the above conjectures was confirmed in 
the main by experiments, in which first solid pig iron without 
scrap and without other additions were melted down in the 
open-hearth furnace itself, and thereafter refined by means of 
additions of ore, and then there were also made charges of 
molten pig iron direct from the blast furnace, and thereby the 
heat saved employed in melting down solid pig iron. 
Immediately from the beginning the process yielded favourable 
results. 

In its further development, stress was placed on utilising as 
much as possible all materials used for the charge, and thus 
economising with the utmost care the iron content of the ore 
requisite. It proved that it was by no means necessary to 
remove the highly ferruginous slags originated at the com¬ 
mencement of the process. On the contrary, the knowledge 
was more and more established that the slag is nothing more 
than the solvent for the requisite chemically combined oxygen, 
and that a large quantity of slag by no means exercises the 
harmful action which was manifestly almost always attributed 
to it. An ample quantity of slag proved itself rather useful, if 
it were not quite inordinately large. 
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One further perceived that the removal of highly ferruginous 
slags from the furnace involved not only the corresponding 
loss of iron from the ore, bat a diminution of the growth of 
the charge which the reducing agents were capable of pro¬ 
ducing. Slag drawn off contains iron principally in the form 
of the protoxide, which is formed from the iron peroxide added, 
as a corresponding portion of the reducing agents of the metal 
are oxidised, which naturally readily are lost; that is to say, a 
charge shrinkage must result. Charge growth can only result 
if the protoxide is reduced to metal. Therefore, iron protoxide 
only is the truly valuable oxidising agent for the open-hearth 
process, which, after it is once produced at a sacrifice in the fur¬ 
naces, should now he also completely utilised. On this ground 
then (in opposition to the remaining known processes) measures 
should be found which are capable of preventing a loss of such 
ferruginous slags. 

The process was generally carried out by employing 20 tons 
of molten charges in furnaces built for 25 tons for the pig and 
scrap process. In the result, increasing the depth of the bath 
by raising the ports and door openings was resorted to, and 
thereby brought the capacity of the furnaces to 30 tons of 
molten pig iron without alteration of the dimensions of the 
regenerator chambers. 

At the beginning of the process the requisite additions of 
limestone and ore were first brought into the furnace, and the 
door sills heaped up so high with coarsely-ground limestone, 
that the frothing over of the bath by lively reactions was not 
to be feared. With as little loss of time as possible then, 
molten pig iron was poured into the furnace, thereby avoiding 
a more intense preheating of the ore. Forthwith, on contact 
of the molten pig iron, the exothermic reactions ensued, and 
indeed so quietly that production of the flame was not checked. 
After a short time, the carbon elimination set in, ultimately 
growing up to full intensity. The slag rose up and became 
frothy, and from its upper surface carbon-monoxide gas issued 
on a large scale. One could thereby very well observe the 
influences which on the one hand from the formation of 
carbon-monoxide from the bath, on the other hand from the 
pressure of the flame gases in the combustion chamber of the 
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furnace exercised on the extent of the foaming up of the slag. 
Between both factors a state of equilibrium established itself, 
which expressed itself in a specified height of the slag layer. 
If one reduced the pressure of the gases in the combustion 
chamber, so this height rose, and at times it occurred on 
reversal when the gas and air were cut off, and the chimney 
draught itself produced a suction for a moment that the slag 
frothed over the door sills, until on the re-entrance of the 
flame, and therewith the former pressure conditions, it sunk 
down again to the former level. The small quantifies of slag 
lost in this manner were returned again to the furnace. The 
carbon elimination required several hours hy such-like 
working methods, and its relative extent depended on the 
amount of heat supplied. The ore added was gradually 
dissolved by the slag, so that this constituted for a length of 
time a solution of protoxide of iron of high concentration, from 
which iron was freely reduced and was taken up by the bath of 
metal. After the entire ore is dissolved, the iron content of the 
slag soon sinks, and the “heal” can he finished under 
conditions which are throughout analogous to those at the 
conclusion of pig and scrap charges, only the quantity of slag 
is larger. 

An excess of ore causes the same disadvantage as in the pig 
and ore process with solid charges, or as a deficit of reducing 
agents in the pig and scrap process, and must he, therefore, 
carefully avoided. This is most simply done hy naans of 
selecting the ore addition initially somewhat too small and 
then adding it according to requirement. By correctly hitting 
upon ore additions, the growth of charge attains the value 
which was hereinbefore ascertained, and the slag becomes so 
low in oxides at the finish that not more ferro-mangauese is 
requisite for deoxidation than in charges which are produced 
hy the pig and scrap process employing the best charge 
materials. The watching of the process is likewise simple, 
only tests must be frequently taken and investigated for their 
hardness, in which connection care is to be taken that the 
boil always proceeds with an intensity corresponding to the 
carbon content of the metal; a too previous diminution of this 
is to be aided by means of ore additions. If this proviso is 
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correctly observed. the regulation of the temperature becomes 
a very simple matter, since it tabes place almost spontaneously. 
One can give the furnace the maximum of gas and air 
(naturally in the correct ratios to one another) which the 
furnace is capable of holding, without being compelled to fear 
overheating of the same, since the great heat demand of the 
endothermic carbon reaction does not admit of an excess of 
heat taking place. The temperature fixes itself in conformity 
with the carbon content of the bath for the time being, and 
merely the carbon elimination takes place the more rapidly 
the more heat is supplied to the bath. Danger to the 
furnace can only make its appearance if the carbon in 
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the metal or the iron protoxide in the slag begins to be 
deficient. 


Charge No. 8,996. 


Molten pig iron 
Limestone . 
Ore 


Ferro-inaimanese 


26,200 kilogrammes 
2,630 

5.720 ,, 

330 

1§0 

200 


= 8*5 per cent. 
= 21*8 
= 1-26 ,, 

= 0-69 „ 

= 0*76 „ 


Fig. 21. 



Fig. 22. 



The author regards as a good example of a charge of such a 
kind in the usual course, that which is given in “ Stahl und 
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Eisen,” 1905, p. 1434, Charge 8,996 of 16 th September, 1904, 
which is, therefore, quoted here also (for analysis see p. 171). 
26,200 ldlogrammes molten pig iron was used, which was poured 
on to 2,300 kilogrammes, or 8*5 per cent., of limestone, and 
5,720, or 21*8 per cent., of ore 99 per cent. Feo0 ;J . Afterwards 
830 ldlogrammes and 180 kilogrammes ore were added, 1*94 
per cent. ore. For deoxidation, 200 kilogrammes=0*76 per 
cent, of 80 per cent, ferro-manganese was used. 

In order to make the course of the process more perceptible 
the numerous figures of the analyses made are set out in 
Figs. 21 and 22, of which the first illustrates the elimination 
of the reducing agents in the manner usually customary, 
whilst the second renders apparent the work of the oxygen. 
The figurative values for the latter have been calculated in 
the manner previously given. The total oxygen consumption 
of this heat is again estimated on the variation of the com¬ 
position of the metal, and of the oxygen combined with iron. 
The quantity of the final slag was ascertained on the basis of 
of the amount of silica which had been active. For the fore¬ 
going example, it had been found that 1*2 kilogramme SiOy 
per minute was added to the bath from the furnace structure, 

81 200 

thus in 260 minutes 260x1*2 == 312 kilogrammes = tw .’ 

2(>,2U() 

= 1*19 per cent, on the weight of the metal charged. 

In the first slag.there was therefore:— 


1 . 

Originating from the furnace 

structure 

1 

19 

per colit. 

2. 

From 1*03 per cent. 

Six 2*M, 

producing 

2 

20 

3. 

,, S 5 > j 

limeston 

i, at 1 *05 por cent. 

0 

14 

5 J 

4. 


ore, at 1 

per cent. 

0 

24 

) J 

6 . 

,, 20 kilogrammes sand . 

. 

0 

OH 

? * 




Total . 

a 

-Sf 

per (unit. 


From this as well, the content of SiOa in the final slag 
amounting to 20*92, one ascertains the weight of the latter as 
385 

= 18*40 per cent. The slag contained 9*93 per cent. Fe, 

2iU 

and 0*29 0 is combined with 1 per cent. Fe, thus the content 
of oxygen in combination with iron in the final slag is 18*40 X 
0*0908 X 0*29 =■• 0*53 per cent. 

The amount of oxygen employed in changing the com- 

B.S. T 
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position of the metal would be (having regard to the additions 
of ferro-manganese and spiegel) as under : 

4-21 per cent. 0 xl'33=5'600 per cent. 0 

1-03 „ Si XM4=1-17 „ 0 

0-14 „ P X 1-29=0-18 „ O 

1-82 „ Mnx0’29= 0'a3 „ O 

Total . . 7-48 per c ent. O 

The total oxygen consumption therefore is 7-48 + 0-53 = 8-01 
per cent. 

All the amounts of oxygen just now found out are set out 
on the line k.f. of the second diagram, Fig. 22, and in similar 
manner the quantities of oxygen have been ascertained for the 
intermediate periods. 

In order, to establish the oxidising action of the furnace 
gases, there is to be deducted from the total oxygen utilised of 
8*01 per cent, the oxygen content of the ore, i.e. 7*06 per cent. 
Thus the furnace action supplied 0*95 per cent O. 

This amount is set out in the portion k.h. on the ordinate 
(k.f.) whereof the point (li) is connected in a straight line with 
(a). On the assumption that the oxidising action of the 
furnace during the entire course of the “ heat ” is constant, 
the height of the points of intersection of the line (o.h.) with 
the various ordinates, from the abscissae represents the furnace 
action. 

Further, the amounts of oxygen charged into the furnace in 
the form of ore are set out upon the ordinates, which 
correspond to the times the additions were made, and that of 
the intersection points of these ordinates with the line (o.h.) 
of the furnace action, and from the thus obtained points, a, c 
and e are set out parallel to the line of the furnace action. 
In this way, the lines ab, ccl, ef, show how much total oxygen 
has been at disposal of the bath at each moment, and from 
the individual ordinates how much was utilised and for what 
purpose it was consumed. 

The surface bounded by the line o, b,f.g.o., which for its 
identification is simply hatched, limits the portions of 
ordinates, which furnish the amounts of oxygen contained in 
the slag in the form of iron protoxide. Since, however, this 
oxygen becomes inactive as soon as the iron content of the 
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slag has gone down below 10 per cent., so also these amounts 
of oxygen were ascertained which are combined with the 
amounts of iron which exceeded 10 per cent, on the weight of 
the slag, and in this way were found the division lines of the 
two differently shaded surfaces. Now, the portions of ordinates 
within the lower shaded surface show the content of active 
oxygen in the slag. One sees that the oxygen requirement of 
the substances Si, P and Mn has been completely satisfied in 
the first 50 minutes, and that the changes taking place later 
are so small that they are in the main so minute as to be no 
longer perceptible on the small scale chosen for the diagram. 
Only the manganese reduction is at the finish of the “heat ” 
a little perceptible. On the contrary, the carbon at the 
commencement used up a relatively small amount of oxygen 
and soon afterwards became the sole and thereby large 
consumer of the same. 

In criticism of the result of this charge, let there be further 
derived from the data 

There was introduced into the 

furnace with the ore . . 23*74x0'99x0-7 = 16*47 percent. Fe 

Contained in the final slag . . 18*4 XO’0993 = 1*83 ,, ,, 

Thus, since nothing went to loss 

from the slag, iron reduced . 14*64 per cent. P© 

There were eliminated 4*21 per 

cent. C+1‘03 per cent. Si+0‘14 

per cent. P+1 *82 per cent. Mn = 7*20 per cent. 

Thus the net charge growth T*44 per cent. 


The charge growth should have amounted, according to the 
previously ascertained values, as under : 

4*21 per cent. Cxl‘47 (from 
1-03 „ Six 1-00 ( „ 

0*14 „ Px2-00 ( „ 

Less 1*82 per cent. Mnx0*32 ( „ 


It has thus actually been about 0'5 per cent, higher 
than was to be expected from the formulae. This has been 

t 2 


formula 74)=6*18 
„ 68) = 1*03 

„ 70)=0*28 


7*49 

„ 72) =0*o8 

Net total 6*91 per cent. 
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attained owing to that instead of the ore addition being 
as under: 


4*21 0x3*60 (from formula 73) —15*49 

1*03 Six4*32 ( „ „ 37)= 4*15 

0*14 PX4*30( „ „ <>9)= 0‘60 

1*82Mnx0*97 ( „ „ 71)= 1*70 

22*50 per cent.. Fe-A, 


or=22*5 per cent, ore containing 99 per cent. Fe20,<? which 
was theoretically required, it had in reality amounted to 28*77 
per cent., and this would indicate under the check of the 
condition that final slag with not over 10 per cent. Fe only 
was possible by this means, that always sufficient oxygen from 
ore was at the disposal of the charge; the refinement could, 
therefore, proceed with full energy, whereby it permitted the 
oxidising action of the furnace gases to be lowered further 
than was assumed in the previous calculation. For com¬ 
parison with the later examples, let two more data be ascer¬ 
tained, namely the quantities of oxygen rendered useful per 
minute, and the quantum of steel produced in the same time. 
There has been rendered useful in the combustion of the 
reducing agents 7*48 per cent, of oxygen (on the charge weight), 
or 26,200 X 0*0748=1,959 kilogrammes in 260 minutes, or 


1,959 

260 


= about 7*8 kilogrammes 0 per minute. 


From the 26,200 kilogrammes pig iron, 2(5,200x1*07*14 = 
28,149 kilogrammes steel was produced in 260 minutes, which 


is equivalent to 


28,149 

260 


=about 108 kilogrammes steel per 


minute. 

Dr. Ing. Th. Naske gives in “ Stahl und Eisen,” 1907, 
from the great abundance of material which he has accumu¬ 
lated with untiring industry, further very interesting examples 
of which some are set out below. In these the different 
conditions were purposely varied in order to be able to 
establish the influence of the individual factors on the course 
of the process. 

The first example (“ Stahl und Eisen,” 1907, p. 281, Table 6) 
indicates similar conditions to Charge No. 8996, previously 




Table W.—From “Stahl und Eisen,” 1907, p. 231 (Table 6), 1)e. Naske. 
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considered. A large addition of ore was charged into the furnace 
and molten iron poured over it before the ore had time to be 
strongly preheated. The ore charged, however, amounted to 
only 16*1 per cent., against 21*8 per cent, in the foregoing 
example. The amount of pig iron employed amounted to 
20 tons, which is also smaller than in Charge No. 8,996. On 
this ground, one cannot directly compare the figures for the 
average production per minute, as well as the amounts of 
oxygen made useful on the average in the unit of time, since 
large charges exhibit better results in this respect. In 
opposition to this, the duration of the “heat : ’ with smaller 
charges must be shorter than with large ones, even if the 
saving of time be not in direct ratio to the diminution of the 
weight of charge. 20,BOB kilogrammes molten pig iron, and 
4,181 kilogrammes ore containing 98 per cent. Fe 2 0 3 were 
consumed. The chemical course is illustrated by Table W. 

One sees at once from the analysis that the metal was only 
for a short time exposed to strongly ferruginous slag, and that 
in the period from 140 minutes from the beginning up to the 
end must be satisfied by a low ferruginous slag, in spite of ore 
being afterwards added. 

The yield from this charge admits of being ascertained as 
follows:— 

Iron from the ore charged 20*54 per cent. X 0*98x0-7 
Contained in the final slag (weight of same is derivable 
as being 17*5 per cent.) 17'50 per cent. X0*073 

Net iron reduced from the ore. 

deducing agents eliminated, 1 ?*.<?., 4*54 per cent. C 
+0*82 per cent. Si+2*30 per cent. Mn+0‘12 per 

cent. P.. 

Net result. Charge growth 

The growth should have been as follows :— 

4-54 Cxl*47-f0'82 Six 1*0+0-12 Px2*0-2*30 MnX0-32=7-00 per cent. 

It is thus about 2 per cent, under that theoretically remaining. 
Wherein lies the cause ? 

The ore consumption should have been as follows :— 

4-54 Cx3-60+0;S2 Six4*32-f0*12 PX4-30+2-30 MnxO’97 

='-Q^g=23 , l per cent. 

1 The growth of charge due to additions does not admit of exact figures, but 
error too small to affect result on which argument is based. Both C and Mn 
added in Spiegeleisen and ferro-manganese are taken into account in arriving 
at these figures.—[Translator]. 


14-09 per cent. 
1-28 

12*81 per cent. 
7-78 

5‘03 per cent. 
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Charge 20,303 kilogrammes molten pig iron. 

- 984 _limestone = 4'84 per cent 

.80 m. S 'S “T"™ “«r P” -Tjrsrisaro 
4,181 kilogrammes ore = 20-W per^55t^Wp5^5t6 


Fig. 23. 



Diagram I.—Removal of Reducing Agents. 


Fig. 24. 



Diagram II.—Action of Oxygen. 


But it has only been 20-54 per cent. Thus the quantity of 
ore employed was too small, and there were greater demands 
placed on the oxidising action of the flame, whereby at the 
same time also a lengthening of the duration of the “ heat ” 
would be enforced. 

From the diagram of the work of the oxygen (Fig. 24) one 
perceives that the metal was refined solely by the oxidising 
action of the flame in the period from 155 to 180 minutes 
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and from about 225 to 290 minutes, which naturally must 
have caused longer course of the “ heat ” and shrinkage of 
charge. . One further sees that the initial temperatures were 
low, in that quite as in example 899G the carbon in the first 
20 minutes (corresponding to 85) only consumed very little 
oxygen and left over the lion’s share to the remaining 
reducing agents. 

In this “ heat ” there were rendered available 

0-0798x20,808 e „ , .. n . 

-- =z5'5 kilogrammes 0 per minute, 


and the steel produced: 


20,808 XBO-187 
.”290 


;78 kilogrammes per 


minute, thus so much less compared with the previous 
example that the smaller charge weight alone is not sullicient 
explanation of the difference. 

The following example (Table X) shows the course of a 
charge in which one sought to make the ore additions in 
small amounts corresponding to the requirements of the 
intervals of time. The chemical course is given in the fable. 

Here the slag during the entire course of the process is 
quite low in iron, excepting perhaps the periods from the 
beginning up to 40 minutes and between 105 and 175 
minutes. 


"With the ore (23*9 per cent.) ihoro was introduced into 

the furnace Ec 23'9 X0*9SX 0*7 .... KUO!) 

Pc contained in final slag 18*3x0’ 10G7 . . . 1*93 


Thus iron reduced . . . . . . ; 11*11 

There were removed reducing agents :— 

3*55 per cent. (J+P&i per cent. 8i+2 v .ll per cent. Mud' 

0*13 per cent. P.7-3.} 


Thus giving rise to a charge growth of . . . . 7*11 


The ore charge, of 23 - 9 per cent, for tho period of time of 
220 minutes, again analogously to the first example, Cliargo 
8,99(5, had been greater than the theoretical amount which 
would have been only 21'4 per cent. On this ground the 
charge growth of 7T1 per cent, is greater than that calculated 
theoretically on the assumed formula!, which only amounts 
to 6 per cent. Unfortunately, the composition of the fina l 



Table X.— From “ Stahl und Eisen,” 1907, p. 231 (Table 7). 

Charge 2,460 kilogrammes ore, 820 kilogrammes limestone, on to which charged 20,580 kilogrammes pig iron. 
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Refining with Repeated Ore Additions. 
Example X. 

Molten pig iron. . . 20,oS0 kilogrammes 

Limestone ... 820 „ =4 per cent. 

Ore -with. 2 per cent. Si0 3 , 98 per cent. Ee 2 0 3 

Initial charge . . 2,460 kilogrammes =3-5 „ O 

Added at 40 minutes . 820 „ =1*1 1 „ U 

„ 105 „ . 820 „ =1-17 » O 

„ 175 „ . 410 „ =0-58 „ O 

” 200 „ . 410 „ =0-58 „ O 


Fig. 25. 



Diagram I.—Removal of Reducing Agents. 


Fig. 26. 



Diagram II.—Action of Oxygen. 


slag is not given, therefore it is not possible to follow np the 
occurrences during the time interval from 220 to 300 minutes, 
that is to say the decarburisation from 0*71 per cent, to 0‘05 
per cent. The rise in the manganese content of the metal in 
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this period and the long duration of the same, admits of the 
conjecture that no more ore was added, and the action took 

Example Y. 

Ohargo : 20,OPS kilogrammes molten pig iron heated for 90 minutes 
without addition. 


Ore added, 

it 90 mins 

S20kg. 

= ‘H 

per 

cent. 

ore=1*203 per cent. 

O 

>» ) ? 

ii-> „ 

1,(H() „ 

= S-C 

jj 

—2*-l 1 

,, --J u >> 

O 

it i 

MO „ 

SCO ,, 

= ‘1-1 


j) 

„ =1-C03 „ 

() 

tt a 

193 ,, 

SCO ,, 

*1-1 



„ =1*203 „ 

O 


Total 

•MOO kg. 

CO'5 

per 

cent. 

oro - (>*023 per cent. 

() 


Jj'lU. 27. 




place only by moaiiH of oxidising action of the flame under 
low oxygenous slag. Thereby the yield at the end of the 
“ heat ” would then have been lowered. 

The oxygon rendered available up to the ond of 220 minutes 







Table Y.— Dr. Naske, “ Stahl und Eisen,” 1907, pp. 230 and 233 (Tables 5 and 1.0). 

20,018 kilogrammes molten pig iron charged, heated 90 minutes, after which ore additions made and metal 

worked up into ingot-iron. 
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was 6*6 kilogrammes per minute, whilst the steel production 
taken on the entire run of the charge must have been 78 
kilogrammes per minute. Had a further small ore addition 
been made, the end of the “ heat ” would have been reached 
easily about 20 minutes earlier, and the production brought 
up to -80 kilogrammes per minute, and thus have been able to 
be increased 10 per cent. 

Another very interesting example, in which the pig iron was 
first heated during 90 minutes in order to bring it up to a 
high temperature and to be able to observe the influence of 
the latter on the behaviour of the charge, is shown in Table Y. 

Erom the oxygen diagram (Eig. 28) one sees at once that in 
the period of heating the pig iron without additions, a small 
sudden removal of reducing agents took place immediately on 
the introduction of the pig iron into the furnace, which can 
only be traced to some slag having been present from the 
previous charge, the oxide of which caused these changes. 
The greatest portion of the amount of oxygen which is given 
by the line o.a.b. must be allocated to this slag, by means of 
which Si, P and Mn were mainly attacked. After 80 minutes, 
however, the carbon began to reduce the manganese protoxide 
formed, thanks to the low-oxygen slag, whilst it could not get 
hold of the products of elimination of the silicon. The some¬ 
what powerful oxidising action of the flame in the preheating 
period is set out by means of the line o.b.c.d., the assumed 
points of which were estimated by the known method. After 
being heated for 90 minutes, the bath received the first—of 
course too small—addition of ore, to which then, but at 
proper intervals, generous additions followed, through which 
greed of oxygen of the charge was more than covered. One 
sees, therefore, also that the oxidising action of the flame in 
the interval between 90 and 800 minutes only exhibited the 
still very small amount of 0*8 per cent, so that the line which 
illustrates this runs almost parallel with the abscissa. 

The first ore addition completely removed the silicon and 
phosphorus from this very hot bath indeed, in the interval 
between 90 and 115 minutes, whilst of the manganese, small 
amounts took a still further 15 minutes. Afterwards, the ore 
(possibly in consequence of the high temperature of the metal, 
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and good transference of heat) was reduced by the carbon as 
rapidly as it could be dissolved by the slag, so that the iron 
content of the latter did not: rise. 

If one considers this charge from the moment of the first ore 
addition, i.e., from 90 minutes, up to the end of the same, one 
finds 


Iron contained in 20 o percent. Ore=20*5 x0’9S X0*7 = 14*0 per cent. 

Remaining in 20 per cent, final slag=20 X0■ 1352 = 2*7 _ 

Iron reduced . . =11*3 per cent. 

Reducing agents removed. 3*71 per cent. C-f-2'20 
per cent. Mn-j-0'17 per cent. Si-fO‘13 per cent. P = 6*31 ,, 

Charge growth, hence = 4*99 per cent . 

say 5*0 per cent. 

It should have been 

8*71C X 1*47 + 0*17Si X1+0*13P x 2—2*20Mn X0*97=5*18 per 
cent. 


It has thus fallen somewhat too low, and actually due to that 
instead of the requisite addition of 17*7 per cent., this time 
20*5 per cent, was employed. The too large ore addition has 
thus only a little damaged the yield, but the ore had been 
badly utilised, and in addition the previously quoted evils of 
strongly chilled and over-oxidised metal had made their 
appearance, as is to be perceived from the remarks accom¬ 
panying the results of analysis. 


The steel produced per minute was 


20,018X1*05 

210 


= 100 


kilogrammes, and this high figure clearly shows the effect which 
the preheating exercised in acceleration of the endothermic 
carbon reaction. One perceives from the diagram a difference 
from the earlier ones, since now the carbon already within 
the first 15 minutes laid claim to more than half th^ oxygen 
used up, whilst it was satisfied in the previously considered 
examples with less than one-third. 

The quantity of oxygen rendered active per minute amounts 

. ! 20,018x(0*0704-—0*0452) 

m the present case, however, to only- ssio -~ 


= about 5*2 kilogrammes, and is thus smaller than in all 
previously considered examples. The ground for this remark¬ 
able result appearing is simple: the metal contained at the 
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Table Z.—Dr. Naske. “StahlundEisen,” 1907, p. 232, Table 9. 

3,280 kilogrammes ore melted down (18*5 per cent.), on which 
17,843 kilogrammes molten pig iron was charged, 
and re-acted therewith. 


No. 

of 

Test. 

Time 

Test 

Taken. 

Mins. 

from 

Start. 


Metal. 


Remarks. 

c 

Si 

Mn 

P 

1 

1-20 


Per 

cent. 

3*90 

Per 

cent. 

1*03 

Per 

cent. 

1*56 

Per 

cent. 

0*14 

Analysis of pig iron. 

2 

1-35 

15 

3*35 

0*05 

0*28 

0*01 

3 

2-15 

55 

2-51 

0*05 

0*24 

0*01 

After test, 820 kilo¬ 

4 

2*40 

80 

1-69 

0-05 

0*24 

0*01 

grammes ore. 

5 

3*20 

120 

0-66 

0-05 

0-31 

0*01 

After test, 820 kilo¬ 

6 

3*50 

150 

0-29 

0-05 

0-35 

0*01 

grammes ore. 

7 

4*10 

170 

0-07 

0-02 

0-39 

0*02 

Pretest red short; 50 

8 

4*20 

i 

190 

0-07 

i 

0-02 

0-39 

0*02 

kilogrammes Spiegel. 
Final test. 


time of the first ore addition, contained carbon almost solely 
of the reducing agents, whilst the remaining oxygen con¬ 
sumers already were eliminated. Such a metal, therefore, 
demanded less oxygen. But this circumstance shows that 
the characteristic chosen by Dr. Naske, of oxygen consumed 
in the removal of reducing agents, cannot well be employed 
for a general comparative value of the performance of the 
furnace. 

Similar results (i.e., acceleration of the carbon elimination) 
are shown also by the next example (Table Z), in which the 
ore had been subjected to the highest attainable temperatures 
in the open-hearth furnace, namely, was molten before the 
introduction of the pig iron. 

Unfortunately, the slag analyses were not given, thus one 
cannot completely investigate the example. 

One sees from the following diagrams (Figs. 29 and 30) that 
here also the carbon removal took up a large portion of the 
oxygen, although the remaining reducing agents for all that 
were removed immediately. The action of the molten ore 
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Example 7j. 

“Stahl und Eiren,” 1907, r. 232 (Table 9). 

Charge f limestone . . . «20 kilogrammes j Mo , t(!(l (loW] , 

1st ( Ore .... 3,280 „ ) 

2nd Molten pig iron . . 17,343 ,, 

Ore, etc., used. 

Original ( Limestone . . 820 kg. = 4-0 per cent. 

charge. (Ore . . . 3,280 kg. = 18*5 per cent. Oro=™5*44 per cent. O 

At 55 minutes. Ore . . 830 ,, = 4*0 „ „ - 1*23 ,, O 

At 120 „ „ . . 81 „ = 0-45 „ „ O'13 „ O 

Totals . Ore—4,181 kg.“23'or)])ercent. Ore (>-82 per cont. O 


Fra. 29. 



Diagram. I.—Removal of: Reducing Agents. 
Fig. 30. 



manifested itself in the large production of 9!) kilogrammes per 
minute, in spite of the charge amounting to only 17,800 
kilogrammes, in connection with which (5*4 kilogrammes oxygon 
was rendered useful on the immediately preceding composition 
of the pig iron. 

The examples given should suffice in order to characterise 
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the process and conditions by which the best results should be 
obtained. One sees that the correct adjustment of the ore 
addition yields the highest output and shortest time per 
ct heat,” in connection with which it is practically indifferent 
whether one adds all the ore immediately at the start or if 
one adds it in successive small doses. The former is, however, 
more to be recommended, since one can more easily avoid 
periods with ore deficit. The presence of sufficient quantities 
of ore strongly diminishes the furnace action; indeed it 
disposes of it almost completely, whilst ore deficiency forth¬ 
with permits it to make its appearance. Through the 
oxidising action of the furnace, the yield is at the same time 
diminished, and the duration of the “ heat ” longer drawn out. 

The disadvantages of too large ore additions have been 
cited already several times. 

The rapidity of the course of the process depends directly 
on the greater or less quantities of heat which are at disposal. 
Hot pig iron and preheated ore permit the carbon elimination 
to begin and proceed with correspondingly more powerful 
intensit} 7 . Therefore, it is advantageous for the process to 
retain as much as possible in the pig iron from the blast 
furnaces its available heat, previous to charging it in the open- 
hearth furnaces. One should adopt measures to ensure this, 
the more especially as a high degree of heat in the pig iron 
causes no kind of disadvantage. At least in more than five 
years’ practice of this method the eventuality has not arisen in 
a single instance. 

Preheating of the ore can scarcely come in question since 
the utilisation of the heating action of the furnace might be 
considerably less favourable in melting down ore than during 
the refining of the metal with oxygen from ore. If, however, 
not sufficient pig iron is present, and the open-hearth furnace 
must await the same, the consideration of preheating the ore 
has much attractiveness. One would then have no longer 
pauses in working, since in such, one could exercise the furnace 
action on the ore, and store up in it the respective quantities 
of heat, in order to be afterwards in the position to correspond¬ 
ingly more quickly finish the “ heats.” Such a method 
of working does not appear impossible; it is actually adopted 

B.S. U 
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in the Talbot process. But it lias its great disadvantage 
since if the molten pig iron comes into contact with highly 
heated ore, immediately the action of the carbon on the same 
takes place in so violent a manner that the furnace is no 
longer capable of overcoming the gases developed. One must 
shut off the gas and air and pour the pig iron in very slowly. 
In spite of this, the gases blow out of the furnace doors, and 
they issue with such violence from the bath that si 1 reds of 
viscous slag are flung upon the roof and port blocks, the 
duration of life of which must be much injured by such direct 
treatment with basic materials. It even happens that portions 
of the furnace contents are actually thrown out. Eurnaeos 
which are frequently exposed to such conditions must quickly 
be brought to a stoppage. Dr. Naske, indeed, mentions in his 
essay that “ by means of corresponding construction of the 
hearth, but still more by means of suitable work with the 
preheated materials, this objection is to be met, and injuries 
to the furnace can be completely obviated ” ; but it might not 
be easy to produce proof of the correctness of the above 
assertion. 

The employment of large charges is very favourable to 
obtaining large production, as shown by the first example 
given, i.e., Charge 8,996. The furnaces of the South Russian 
works quoted, which were capable in^he bust instances of 
producing 17 to 18 tons of steel in 4 hours by the pig and 
scrap process, are now running charges of 80 tons of molten 
pig iron and converting them into stool in the same time. 
This large production does not result at all at the expense of 
good quality, but a metal is thereby obtained which on the 
ground of the mechanical tests as well as behaviour under 
further working, and not last, the judgment of the consumers 
is faultless, and even appears superior to that formerly made 
by the pig and scrap process. The ground thereof is obviously 
the low content of oxygen, and the latter is possible by tins 
means that with all properly conducted “ heats/' at the finish 
manganese is reduced from the slag into the metal, so that for 
deoxidation, in spite of the large quantity of slag, not more 
manganese is devoted than in charges which are made by any 
other process from the best materials. That the charge 
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growth actually attains the amounts previously ascertained by 
methods of calculation has been also established by weighing, 
in which connection one must always take into account the 
small losses, due to portions of metal remaining in the slag 
as well as the particles lost by splashes during casting. 

In regard to the quality of the pig iron to be employed, it 
was at first believed that the smallest possible content of 
reducing agents in the same must give the best results. This 
view has proved erroneous, inasmuch as charges of white iron 
exhibit a very “ dull ” course, will not boil long, and therefore 
require ample time in the furnafce. Possibly, low silicon 
content of white iron is the cause, since it is conceivable that 
such an iron admits of the production of too small a quantity 
of slag, or an undesirable composition of the same in the 
earlier stages of the process, and is the cause hindering a 
rapid course of the “heat.” A pig iron with 1 per cent, to 
1*5 per cent. Si works best. Higher amounts thereof are 
undesirable owing to the large quantities of slag resulting; 
nevertheless they give rise to no special difficulties if they are 
only employed for a time, and if one adds to them correspond¬ 
ingly more ore and lime. Wear and tear of the basic bottom 
does not in general take place exactly as in the Talbot process, 
but the slag zone is here also subjected to wear and tear, 
which is the greater the more Si in the charge and the more 
SiC >2 present in the additions. In order to determine the 
difficulties which were able to occur in working highly 
siliceous iron, in the year 1908, the following charge was 
worked, the tapping weight of which was chosen lower than 
usual:— 

(See Table AA. and Figs. 31 and 32.) 

One sees that the furnace was also in the position to work 
this quite extraordinarily unfavourable charge, and, indeed, in 
spite of the defects which were created thereby. Since first 
lime had been deficient, which one sees throughout, for the 
slag showed a much too high silica content. It was obliged, 
therefore, to very strongly attack the furnace banks, at 
times its amount was abnormally large, which one can 
derive from the figures under the heading “ Amount of slag” in 
the table below, which were ascertained in the known way. 

xj 2 
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Charge . . 


At 193 mins. 


Pig Iron -with 3*78 per cent. Si. 


If), 213 

kg. 

molten pig iron 


1,500 

Limestone (9-3 per cent.) 




Per cent. Per cent. 

Per cent. 

5,000 

ig. 

Ore (95 Ee..A=t!(>-3 Ore= 

=8-(i3<) 

so 


,, „ = 0-5 „ = 

=0-1-10 

5,080 

kg. 

Ore .=30-8 Ore= 

=8 770 


Fig. 31. 




£27 273 Minutes 


Diagram I.—Removal of Reducing Agents. 


Fig. 32. 



The second fault consisted in that the charge nearly half the 
ime (viz., from 138 minutes to the end) was permitted to 
uffer deficiency of oxygen, which had as a result that the 
ron content of the slag was lowered down to 4*8 per cent., 
vhich naturally could only occur under expenditure of a great 
[uantity of time. By means of small ore additions during 
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the period given, one would have been able to considerably 
reduce the duration of the “ heat.” 

The example shows once more that the amount of oxygen 
which was used up per unit of time in oxidation of all 
reducing agents cannot be regarded as a scale for the furnace 
performance. This quantity of oxygen attained, viz., in the 
foregoing example, in the first 81 minutes the colossal height of 

" ’^''^31 kilogrammes per minute, of which only 

2*3 kilogrammes pertain to the carbon, 1‘7 kilogrammes to 
the manganese, and quite 18 kilogrammes alone to the silicon, 
whilst the quantity of oxygen made useful for the entire 
charge was only 5*36 kilogrammes per minute. 

It has actually resulted that deviation in the composition of 
the pig iron which at times is unavoidable in the blast 
furnace, need only have a small influence on the production 
of the open-hearth furnaces. One obtains reckoning from 
tapping to tapping, thus including repairs to hearths: 

Per cent. Per hour. 

From pig iron, with 0*6 Si average of 8 charges, 4,440 kg. 

„ „ „ „ 1*0 „ „ 15 „ 4,820 „ 

„ „ „ „ 1*5 „ „ 14 „ 4,590 „ 

„ „ „ „ 2-0 „ „ 4 „ 4,540 „ 

„ „ „ „ 2*5 to 2*8 Si „ 7 „ 4,490 „ 

This is, therefore, evidence that the open-hearth furnace 
is not only a very forbearing, but also a very complete 
apparatus; it is capable of working, with only small 
additional efforts, materials of the most varied composition, 
and is in this respect far superior to the acid or basic 
Bessemer converter. 



CHAPTER XXIII 


VALUATION OF THE PHOSPHORUS CONTENT OF THE PIG- IRON 

The desire to utilise the raw material in the most complete 
manner directed attention to the phosphorus content in the 
pig iron, which in the Thomas-Gilchrist process yields a good 
saleable by-product, the value of which not inconsiderably 
lowers the manufacturing cost of the steel. In the basic 
open-hearth furnace, the removal of the phosphorus takes 
place under similar conditions to those in the basic Bessemer 
converter; therefore it appears possible to win it in a useful 
form. The following remarks should render clear the compo¬ 
sition pig iron must possess in order to render possible the 
production of a marketable phosphate slag. 

The market requires a product with the highest possible 
phosphoric-acid content, which may in no case amount to 
under 14 per cent, of P 2 O 5 . If one fixes 17 per cent. P 2 O 5 as 
the lowest limit, this demands that the slag must contain 

17 x ~ fior =17 x f§i = 45 p er cent - PsCaiOo. 

The remainder, i.e., 55 per cent., of the slag would consist 
of the hypothetical silicate slag. The latter must now by 
ordinary methods of working in the open-hearth furnace 
contain about 21 per cent. Si0 2 , and thus the silica content of 
the entire slag amount to 55 xO*21=:about 11 per cent. There 
would thus be per 11 per cent. Si0 2 , 17 per cent. P 2 0 5 , or per 
1 per cent. Si0 2 there would be 1*56 per cent. P 2 0 5 . 

Now since the phosphoric acid usually originates only from 
the phosphorus content of the pig iron, thus for each unit of 
weight of Si0 2 which reaches the slag there must be 
1*56 

<r^= 0*68 units of weight of phosphorus present in the pig 
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Taking into account the individual amounts of silica which 
flow into the bath from the different sources, and calculating 
the quantities of phosphorus belonging to each, which the 
charge must exhibit in order to give the slag the desiied 
content of phosphoric acid, one obtains the following.- 


(a) By ordinary working methods 0*45 
per cent. SiOo reaches the bath from the 
furnaces structure, and consequently tho 
pig* iron must contain in relation to this 

amount of silica . ^ ^ ^ 

(b) further, the pig iton may not; con¬ 
tain less than (H> per cent. Si if one 
wishes Hot to place the furnace working 
tinder too unfavourable conditions ; this, 
however, yields 0*6 X 2*14 = I’d per cent. 

of SiO- 2 , which again demands 1*3 X (WIN . * 

a total of . . « 


0*30 per cent. P 


0*5)0 per rout. 1* 
1 *20 per cent. P 


A pig iron with 0*6 per cent. Ri must, therefore, possess at 
the least a phosphorus content of 1*20 per cent. Now since, 
however, for the refinement of the same, frequently up to 
80 per cent, of ore is necessary, and since one may well admit 
up to 5 per cent. SiOa in the ore, so will still 0 05x80— 
1*5 per cent, on the weight of the pig iron reach the hath, and, 
therefore, the phosphorus content of tho pig iron bo increased 
by l*5x0*68=about 1 per cent, and amount to at least 
2*2 per cent. 

It is the merit of the Bertrand-Thiel process to have first 
practically shown that the production of a phosphoric open- 
hearth furnace slag of equal value to that of the Thomas 
process is possible with charges with an average of 1*5 to 
2*7 per cent. P. The experience gained thereby permitted 
also the perception of the conditions which admit the best 
utilisation of the phosphorus content of the pig iron. 

One knows that the phosphorus can be removed before the 
carbon, and further that the slag which takes up the resul¬ 
tant phosphoric acid increases in its amount with progressive 
decarburisation. Therefore, the phosphoric acid will be present 
in the highest concentration in the slag, if the decarlmrisation 
during the winning of the phosphoric acid remains reduced to 
the smallest possible extent, and in this case one is able to win 
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a slag with the same content of phosphoric acid from a 
material with low phosphorus content, as would be possible 
by complete decarburisation of the metal. 

By lesser decarburisation, the hypothetical silicate slag 
(vide 40a) contains 34 to 35 per cent. Si02. Now, then, if again 
the slag must have 17 per cent. P 2 0 5 , which corresponds to 
45 per cent. Ca 4 P 2 0g, the slag will contain 45 per cent. Ca^Og, 
and 55 per cent, hypothetical silicate slag with the above 
34 per cent. SiOa ; the entire slag will thus contain 
55 per cent. X 0*34=18*7 per cent. Si0 2 against 17 per cent. 

17 

P 2 0 5 , and per unit Si0 2 there will be ^^=0*91 unit P 2 0 5 , for 

0 91 

the production of which ^y = only 0*4 unit P will be needed 
to be present in the charge. 

A further advantage of such mode of dephosphorisation is 
caused owing to then a less quantity of silica taking part 
in the proceedings. Firstly, the furnace structure is less 
attacked, since the action requires less time, nevertheless let 
no account be taken of this condition, and the silica supply, 
for safety’s sake, be taken at the full amount previously 
reckoned. One then obtains : 


Prom furnace structure 
Prom 0*6 per cent. Si . 


Si0 2 entering into 
reaction. 


0*45 per cent. 
1*30 


P in charge requisite 
in consequence. 

0*45 X 0*4 = 0*18 per cent. P 
1*30 X 0*4 = 0-52 „ P 


Minimum total . . .0*70 per cent. P 


The ore addition might now only correspond to the quantity 
of reducing agents which must be eliminated at the same time 
as the phosphorus. For a pig iron with 0*6 per cent. Si, 
2 per cent. Mn, and about 1 per cent. P, there is necessary for 

0*6 Si (vide 63) 0*6x7*62 = -i*6 per cent. Pe 2 0 8 
2*0 Mn ( „ 65) 2*0x0*97 == 1*9 
1*0 P ( „ 64) 1*0X7*80 = 7*8 

Or a total of . . 14*3 per cent. Pe 2 0 8 

And if again 5 per cent. Si0 2 in the ore is admitted, The 
14*3 

ore requirement is ^^=15-0 per cent, which brings into the 
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slag 15x0-05=0*75 per cent. SiO a , and therefore requires 
0*75x0*4=0*8 per cent. P in the charge. 

One could thus produce slag with 17 per cent, phosphoric 
acid if the iron contained not less than 0*7+ 0*8, or round 
about 1 per cent., phosphorus, to a silicon content of a 
maximum of 0*6 per cent., and actually if it were pos¬ 
sible to employ an ore which itself were free from phos¬ 
phorus. 

Were so much ore added in the open-hearth furnace to such 
a pig iron as needed for the removal of the substances Si, Mn 
and P, according to the formulae 63 to 65, and so much lime 
that the oxidation products of the phosphorus and silicon 
from the compounds originally produced with iron protoxide 
w r ere able to go over into the lime salts w T hereby the iron 
content of the slag might go down to the minimum, the 
utilisation of the ore would reach the maximum. 

On the appearance of a state of equilibrium between metal 
and slag, the quantity of slag would be the smallest, and the 
concentration of the phosphoric acid, therefore, the greatest, 
which in the main is attainable. 

For a pig iron of the foregoing composition, the quantity of 
the slag admits of calculation in the following manner :— 

1 per cent. P yields 5*9 per cent, calcium phosphate (/>., P X 5*9). 
0*45 per cent. SiO a from the furnace structure 
1*30 ,, ,, ,, ,, Si in iron 

0*75 ,, ,, ., ,, ore 

Total 2*50 per cent. SiO a , which X 2*9 = 7*25 per cent, hypo¬ 
thetical silicate slag (from formula 40) ; one thus obtains 
a total of 5*9 + 7*25 = 13*15 per cent, total slag on the 
weight of the metallic charge employed. 

. The composition of this slag would be approximately 

(а) Calcium phosphate = 45 per cent, of the total amount, or 17 por 

cent., P 2 0 5 +2S per cent. CaO. 

(б) The hypothetical silicate slag = 55 per cent, of the total, 

containing 

55 x 0*34 = 11*7 per cent. SiOo 
55 x 0*13 = 7*1 „ FeO 
55 X 0*13 = 7*1 „ „ MnO 

55 X 0*49 = 27*0 „ „ CaO+MgO 

55 x 0*04 = 2*1 „ „ A1 2 0 8 , etc. 

The complete analysis of the slag would thus be approxi¬ 
mately 17 per cent. P 2 0 6 , 11‘7 per cent. Si0 2 , 7T per cent. Fe 
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7*1 per cent. MnO, 55 per cent. (GaO and MgO) and 2*3 per 
cent. A1 2 0 3 , etc. 

This slag must now be removed from the metal. This 
admits of being most simply performed if one taps out the 
whole bath, whereby then the slag is won, whilst the metal 
must be further decarburised and therefore must be returned 
again into the open-hearth furnace. 

The extent of the decarburisation which the metal should 
have underdone during the winning of the phosphoric slag 
depends upon the composition of the pig iron employed, and 
admits of being easily calculated as follows :—For example, if 
the pig iron contained as above 0*64 per cent. Si, 1 per cent. 
P, 2 per cent. Mn and 4 per cent. G, the elimination of the 
substances Si, Mn and P would need 14*3 per cent. Fe20 3 
according to the preceding, whilst these substances for their 
elimination on complete decarburisation there would only be 
required 0*64Six4*32 + lPx4*34-2Mnx0*97=8*84 percent. 
Fe 2 0 3 ; there would thus have been an excess of 14*30— 
8*84=5*46 per cent. Fe 2 0 3 employed which was capable 

5*46 

of removing, according to formula 73, —-=1*52 C. The 

o*o0 

carbon content of the metal must then on the first tapping 
amount to 4*0—1*52 = about 2*5 per cent. 

For each 1 per cent, more phosphorus in the charge, the 
surplus of iron peroxide in winning phosphoric acid increases 
to the extent of 7*8 (vide 64)—4*3 (vide 69)=3*5 per cent., and 
owing to this the carbon content in the dephosphorised metal 

3*5 

be further lowered to the extent of —=about 1 per cent. G. 

One sees that the Bertrand-Thiel process actually fulfils all 
the conditions which render possible the complete utilisation 
of the phosphorus, and further perceives that it possesses a 
superiority over the Thomas-Gilchrist process, in that losses 
of phosphorus through volatilisation are completely prevented. 
In spite of the process having now been so many years in use, 
brands of pig iron with low phosphorus content (1 per cent.) 
have not been brought into use in large quantities for winning 
saleable phosphate slags. 

In many works, the circumstances are such that pig iron 
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can be most cheaply produced with a phosphorus content of 
approximately 1 per cent. 

Such brands of pig iron involved until recently such 
difficulties in working that it was generally regarded as 
imperative to alter the phosphorus content often at consider¬ 
able cost. It was frequently increased so far that the pig iron 
became usable for the Thomas-Gilchrist (basic Bessemer) 
process. 

Where this increase was omitted, since phosphorus is 
regarded as an unmitigated evil, one was glad to have found 
in the puddling furnace and basic open-hearth furnace, 
apparatuses which admitted of its being rendered harmless, 
even if it be itself completely lost, and its removal caused 
considerable expense into the bargain. 

The basic furnace creates herein a change of conditions ; it 
permits the phosphorus to be changed into a valuable product 
without loss of material, and thereby opens up new sources of 
revenue to works of the class quoted. 

The high carbon metal which is obtained in the winning of 
the phospbatic slag must, after returning to the furnace, 
receive additions of iron peroxide for the removal of the 
carbon. This iron peroxide must be dissolved, and for this 
silica is requisite, which now no longer can be produced from 
the metal because the silicon already has been removed by 
the first operation. The decarburisation can further only 
take an intense course if sufficient quantities of dissolved iron 
peroxide are at disposal, and on this ground an addition of 
silica is necessary. One could well now employ ores with a 
higher silica content than was permissible for the dephosphor- 
isation. Nevertheless, another circumstance tells on the 
other hand—namely, there now is a deficit also of the 
manganese of the pig iron which likewise was removed in the 
first furnace. One must, therefore, have a care for a 
manganese content in the slag, in order to hinder red shortness 
making its appearance. One could thus derive silica as well 
as a large portion of the necessary manganese from final slags, 
which originate from former “heats” of completely decar- 
burised metal, which 0. Goldstein (“Stahl und Eisen,” 1905, 
p. 1,280) and others have adopted in similar instances. Such 
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slags offer the advantage which silica presents in the already 
combined state. This slag then needs, besides the requisite 
iron ore, only a little lime and the addition of only so much 
manganese compounds as corresponds to the manganese 
reduction which will occur during the decarburisation. 

Tapping of the metal at the end of the first operation and 
returning the same into the furnace involves heat losses 
which must be replaced. Further, the heat for the production 
of the second slag is needed, and this total surplus amount of 
heat as well as the loss of time, which is caused by all the 
operations mentioned, involves, as opposed to the usual method 
of the open-hearth process, surplus costs, but which are very 
amply made up for by the revenue from the phospliatic slag 
by-product. 

It will occur at times that the blast furnaces are not in the 
position to maintain the requisitely low silicon content of the 
pig iron. One does not want in this case to waive the 
advantage of useful open-hearth furnace slag, but one may 
remove the excess of silicon in the transport ladle by means 
of corresponding amounts of ore during the tapping from the 
blast furnace, and rectify the composition of the same without 
difficulty. The resultant ladle slag, however, one might 
render useful for the complete decarburisation in the second 
operation in the open-hearth furnace, since this slag contains, 
in addition to silica and iron protoxide, usually ample man¬ 
ganese, which was eliminated from the pig iron. The cost of 
such an operation need be debited neither to the blast furnace 
nor the open-hearth furnace, provided the same is not 
demanded to too great extent, and not too frequently. 




CHAPTER XXIV 


THE OPEN-HEARTH PROCESS AND THE PNEUMATIC REFINING- PROCESS 

With practical demonstration of the practicability of 
producing ingot iron and steel from pig iron without scrap 
additions, the monopoly previously exercised by the pneumatic 
process in the production of steel from pig iron was taken 
away. This fact had, however, up to the present little 
practical importance, since the pneumatic refining process has, 
thanks to support on all sides and to quite a special extent 
owing to the gross capital fallen to its share, experienced an 
unthought-of development, which has attained expression in 
almost fabulous increase of its productive capacity, and again 
has resulted in extraordinary cheapening of the costs of 
production. The process has thereby achieved results which 
many regard as being simply beyond rivalry. 

Meanwhile, the open-hearth refining process has made 
progress also, and there are already those who forcibly 
proclaim that open-hearth furnace refinement is not only 
capable of successful competition with pneumatic refinement, 
but to quite outstrip .the same. 

The economical result of a process is settled by the 
manufacturing costs of its products. A comparison of the 
manufacturing costs must, therefore, at once yield full explana¬ 
tion as to which process preference is due in regard to 
economy. Unfortunately, however, it is not easy even only 
for a special case to draw up free from objection the manu¬ 
facturing costs for the different processes, and quite impossible 
to obtain generally valid estimates in this way. Since the 
manufacturing costs are compounded from a great mass of 
items, the amount of which is dependent on the local con¬ 
ditions, and varies up and down with prices of materials and 
workmen’s wages, and is in addition very much dependent on 
the completeness of the mechanical auxiliaries which are at 
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disposal for the work. It therefore appears to be more correct 
for clearing up the question to only partially ascertain the 
manufacturing costs, and, indeed, in such wise that one leaves 
open a portion x thereof, which is to be made up of all those 
items which possess the same value in all the processes take# 
for comparison, or can be brought to the same value. 

To this quantity x undoubtedly belong the entire costs of 
casting the finished steel, since it is absolutely indifferent for 
this operation by what method the metal has been won if it 
is supplied in like intervals of time and in equal quantities, 
and if it is cast into the same products. 

One can further allocate the cost of deoxidation to the item 
x since it is possible in all processes, to so conduct the process, 
that the object is attained with the same ferro-manganese. 

Further, one can with some qualification also allocate to 
this item the costs of the weighing of all materials within the 
works, since with suitable disposition of, and the excellent 
mechanical plants which are nowadays nstalled in modern 
works, these costs take up in general no great amount; in 
addition, the quantities of materials in the pneumatic and 
open-hearth processes to be compared, are not very different, 
as willjbe made apparent later. 

Finally, one can likewise take the general charges, inclusive 
of amortisation, as about equal, and to be reckoned with the 
foregoing. 

In respect of workmen’s wages, the pneumatic plants appear 
at first sight to be at an advantage, since one sees only very 
few people in their manufacturing departments, whilst in the 
open-hearth furnaces, quite a numerous personnel shows up. 
But the pneumatic refining plants possess a quite extensive 
apparatus, and the people who must serve this, work, so to say, 
behind the scenes. If one takes this into account, as indeed 
must be done, the difference appears no longer so great- 
0. Thiel has even claimed (“ St. und E.,” 1901, p. 1806) that the 
basic open-hearth furnace requires fewer people and, therefor©, 
is able to cost less in wages than the Thomas-Grilehrist process. 
Now the total wages per ton of steel amount to only about 
3 Marks per ton, and therefore one will make no great error if 
one also includes wages under the item x for both processes. 
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The lining of the apparatuses is much used up in both 
processes, and the costs for their maintenance are different in 
all processes. But one can here also well allocate a portion of 
the costs to the heading x without disturbing the results, if 
one assumes that the costs for the renewal of the converter 
linings are approximately equal to the costs for dolomite and 
other refractory material, which are needed for the running 
upkeep of the open-hearth furnaces during working; so that to 
the open-hearth working only the entire costs of the large 
furnace repairs at end of each furnace run must be written to 
debit, whilst for the pneumatic refining process, these expendi¬ 
tures are contained in the item x. 

The fuel consumption in both processes is not inconsiderable. 
The converters require coke for preheating, which must take 
place quite frequently, and for the production of the high 
pressure blast, machine power is requisite. Now, it is able to 
occur that the necessary fuel for the purpose is supplied 
gratis in the form of blast-furnace gases. Such an assumption 
is not really justified, since this fuel could otherwise obtain 
productive employment, if the steel works did not admit of it. 
In order, however, not to make the comparison too favourable 
for the open-hearth process, let it he assumed that the fuel for 
the pneumatic process actually costs nothing. 

Against this the open-hearth furnace requires gas which 
must be produced from the special materials suitable there¬ 
for. By experiments which have already been made with 
several furnaces, it has been demonstrated that one is able, 
in working with molten pig iron, now to work with 20 per 
cent, of gas coal. That makes, with coal at a price of 12 
Marks per ton, 2*4 Marks per ton of steel, which must he 
placed in the account wholly to the debit of the opon-hearth 
furnace. 

Suitable melting materials exhibit different values for each 
process in the manufacturing costs, in spite of the same 
price per unit of weight, since from the pig-iron different 
amounts of finished products result, and also different 
additions must be employed. The acid Bessemer process does 
not require them at all; the basic Bessemer procams requires 
lime, and the basic open-hearth process, besides this material 
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which it is itself capable of producing from limestone, also 
considerable quantities of iron ore. 

As to which process the first place with regard to economy is to 
be assigned, admits of being easily ascertained on this class of 
basis, aided by the values previously obtained in special eases. 

In order to obtain a better lucidity of view as to the results 
of the following calculations, let it be assumed that for all 
cases the same amount of pig iron, say, 1,000 tons, shall be 
worked in 24 hours. 

Had one now a pig iron of the composition: 

1 per cent. Si, 0*5 per cent. Mn, 0*08 per cent. P, and 4 per 
cent. C, the following would be necessary for the working of 
the same in the open-hearth furnace: 

1st.—Oi'o. 

]•()() per cent. Six4 - 32 {ride (>")= 4-;) 2 por cent. 

0-50 „ MnX<>-!)7( „ 71)=.: (Hi) 

(>•08 „ L’X4•:><)( „ «)).-= (KM „ 

44)0 „ 1‘X:*•«(>( „ 73) —1-1-40 „_ 

Total . . 1 !Kj 5 iior cent. PoaO.i 


With ore containing 95 per cent. Ee 2 0« and 5 per cent HiO a 
there must, therefore, be employed about 20 per cent, of 
ore. 

(Note. —Here, as also later, the small amounts of reducing 
agents which the metal still contains on complete refinement 
are disregarded. The ore requirement is, therefore, simply 
estimated on the total quantity of reducing agents.) 

2nd. Limestone. 

There is nocossary for fixing the phosphoric acid, from formula (38) : 

0’08x:wn.=0*30 per cent. (hi() 

Por fixing the silica: 

2*1*1 por cent. Si(). 2 from Si in pig iron 
1*00 ,, ,, ,, the ore 

0*4,0 ,, . „ „ the fumaco structure 

Thus 3*59 por cent. Si(). i x2*33 (vide 41) . .=8*40 „ 

or a total of . . 8*70 per cent. ( , u() 

of which there would come from the furnace hearth 

(vide formula 31a) .4*o0 ^ ^ 

Thus required to bo added . . . 4*20 per cent. (Ja() 

This corresponds to 4 *2x2=8 *4 per cent, limestone. 

B.S. 


X 
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3rd. From the removal of the reducing agents there is a 
growth of bath of iron to the following extent:— 

4*00 per cent. Cxl'47 {vide 74)=5*88 per cent. 

1*00 „ Six 1-00 ( „ 68)=l-00 
0*08 „ Px2*00( „ 70) =0-16 

Total . .7*04 per cent. 

Less 0*50 „ Mnx0*32 {vide 72) —0*10 ,, 

Net growth . 6*88 per c ent. 

The foregoing pig iron is suitable for the acid Bessemer 
process; its composition is, according to Campbell and 
Ledeber, actually that which yields the best of all results 
with this process, namely the highest production and a 
shrinkage of only 8 per cent. 

Assuming the following prices, viz. : 

Pig iron. . . 75 Marks per ton 

Limestone . . 5 ,, ,, 

Ore ... 25 „ 

one obtains the following comparison ;— 


Charge. 

Acid Bessemer Process. 

Basic Open-Hearth Furnace. 

(ft) Pig Iron . . 

Tons. 

1,000 at 75M.=75,OOOM. 

Tons. 

1,000 at 7oM.=75,OOOM. 

(b) Additions— 


Limestone . 

— 

84 „ 5M.= 420M. 

Ore . . . 

— 

200 „ 25M.= 5,000M. 

(c) Contingent 
Materials— 


Furnace ) 

______ 

1,070 „ 2M.= 2,140M:. 

repairs . ) 


Fuel . . . 

— 

214 „ 12M.= 2,570M. 

Yalue of Materials 

75,000M. 

85.130M. 

Steel produced . 

920 

1,068 

Cost of Material j 
per ton of steel > 

75,000 r/v . r 

— ! — =81-50M. 

85 ’ 13 °=79-71M. 

produced . . ) 

920 

1,068 


This yields the certainly unexpected result that under the 
circumstances the basic open-hearth furnace can work 
cheaper than the acid Bessemer process itself. Naturally in 
such investigations, the exact prices of pig iron and ore must 
be taken into account. 
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The foregoing investigation furnishes also explanation as to 
the quantities of materials to he handled in each process 
This amounts per ton of steel 


In the acid Bessemer process to 1,000 

920 

In the basic open-hearth „ ,, 1,284 

1,068 


= 1*09 tons. 
= 1*21 tons. 


If, on the other hand, the pig iron at disposal consists of 
the following composition, 1*8 per cent. P, 0*5 per cent. Si, 
2 per cent. Mn, and 4 per cent. C, according to which it is 
suitable for the basic Bessemer process, so there would be 
necessary for the working of the same in the open-hearth 
furnace in conjunction with the winning of the phosphoric 
acid in the most concentrated form: 

1. Iron ore for dephosphorisation : 

Bor 0*5 percent. Si (vide 63) x7*62= 3*81 per cent. Fe 2 O s 

„ 1-8 „ P( „ 64) X 7-80 = 14*04 

„ 2-0 „ Mil (,, 65) x 0*97 = 14)4 

Total . . . 19-79 per cent. Fe 2 O a 


For the elimination of the same reducing agents with com¬ 
plete decarburisation, there would, however, only be needed : 

For 0*5 per cent. Si [vide 67) x4*32= 2*16 per cent. Fe 2 0 8 

„ 1*8 „ P ( „ 69) x4-30= 7-74 

„ 2-0 „ Mn( „ 71) xQ-97= 1-94 

Total . . . 11-84 per cent. Fe 2 Q 8 


Thus there remains from the first considered iron peroxide 
requirement, an excess of 19*79 — 11*84 or 7*95 per cent. 
Ee 2 0 3 , which could serve for the removal of a portion of the 
carbon content. The 4 per cent, carbon present requires 
inclusively, 4x3*60=14*4 per cent. Fe 2 0 3 {vide 73), so that 
for the decarburisation in the second stage of the process still 
14*40—7*95=6*45 per cent. Fe 2 0 3 would be added. The total 
requirement of iron peroxide amounts, therefore, to 19*79 + 6*45 
=26*24 per cent. Fe 2 0 3 , and the ore requirement, employing 

ore containing 95 per cent. Fe 2 08, would equal ^ : - y= 

about 28 per cent. 

x 2 
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Eor the second operation, there would in addition bo about 
1 per cent, manganese ore. 

2. The lime required is : 

For the phosphorus 1*8 Px3’61 [vide 08) - 6*50 per cent. < h( >. 

For the silica, viz. :— 

0*45 Si0 2 from furnace structure 
1*07 ,, i.e., Si in pig iron X 2* 14 

1*00 ,, from the oro 

Total . 2*52 per cent. Si0 2 x2*33 (ride -11) =5*87 ,, ,, 

Total . . 12*37 per rout.. (h( b 

Of which there will be derived from hearth ‘Mo , t (h<) } MgO 

Thus there must bo added 7*02 per cent, (hi). 

Or, say, 16 per cent, limostono. 

3. The amount and composition of the phosphoric slag can 
now he ascertained from the foregoing figures. 

One obtains from the first operation : 

From 2*52 per cent. SiO a x2*9 (ride 4()aW- 7*31 hypothetical silicate slag. 
„ 1*80 „ r X 5*0 ( ,, 38 ) = 10*02 calcium phosphate. 

Or a total of . . 17*03 per cent. slag. 


It may be assumed that of this slag, *1)3 per cent, is 
scattered about and lost, so that only about 17 per cent, is won. 

Reckoned in percentages, one finds the same to bo composed 
of 59*2 percent Calcium phosphate, i.e., 23 per cent. 
and 36 per cent CaO, and 40*8 per cent, silicate slag, containing 
the following: 


40*8x0*34=: 13*8 per cent. Si() ti (ride 4 On). 
40*8x0*13— 5*3 „ KeO ( „ 37 ). 

40*8X0*13= 5*3 „ Mn()( „ 37 ). 

40*8 X 0*04= 1*7 „ AM^ctc. ) 

40*8X0*36 = 14*7 „ ((h(> f MgO) J 


ride p. 183. 


The complete composition thus would be approximately : 

23 per cent. l\O r „ 14 per cent. HiO* f> per cent EoO, 
5 per cent. MnO, 51 per cent. (CaO + MgO) +2 per cent. 
Al 2 Og, etc. 

The growth of bath would he as follows 


O'o per cent Si X 1*00 (ride 68) 0*50 per cmt. 

1*8 „ P X2*00 ( t> 70) 3*60 

4*0 „ O X 1*47 ( ,, 74) 5*88 

Total . . . 0*08 per rent. 

Loss shrinkage due to 2 per cent Mnx0*32 (vide 72) 0*64 

Yielding net . . . 0*34 per rent. 





OPEN-HEARTH VERSUS PNEUMATIC PROCESS 309 


If one assumes the same prices for materials as before 
and for the charge shrinkage in the Thomas process only 
12 per cent., the following comparison is yielded:— 


Charge. 

Thomas Proce: 

<S. 

Basic Open-] Iearth Process. 


Tons. 


Tons. 

(a) Pig iron . 

(5) Additions: 

100 at 75 M. = 

75,000 M.J 

1,000 at 75 M. = 75,000 M. 

Lime 

Limestone. 

125 at 12 M. = 

1,500 M. 

1 GO at 5 M. = 800 M. 

Ore . 



280 at 25 M. = 7,000 M. 

Manganese ore . 



10 at 00 M. — <500 M. 


1,123 

7(5,500 M. 

1,450 83,400 M. 

Other items: 

• 

Furnace repairs. 

Nil 

Nil 

1,008 at 2 M. = suy 2,200 M. 

Producer coal . 

Nil 

Nil 

220 at 12 M. = 2,(540 M. 

Total . 


76,500 M. 

- - 88,240 JSL 

Bess value of by¬ 


products : 

Slag containing 

18 per cent. P a 0 5 


23 per cent. P u O rt 


170 tons at 2()M.= 

r 3,400 M. 

170 tons at 20 M. = 3,400 M. 

USTet cost . 


73,100 "M. 

84,840 INI. 

Steel produced 

830 tons at 83-00 M. 

1,003 tons at 77*00 M. 


On the prices assumed, a difference is yielded in favour of 
the open-hearth furnace of more than 5 Marks per ton of steel. 
With pig iron 60 Marks per ton and other prices as before, this 
difference is reduced to 1*20 Marks per ton in favour of the 
ooen-hearth furnace. 

The materials to be weighed up per ton of steel amount to: 

1 12 5 

Thomas process ~’ rr L~ about 1*30 ton. 

8 SO 

Open-hearth process about 1\33 ton. 

These results, which* have been founded on the basis of 
assumptions which certainly have not been made specially 
favourable to the open-hearth process, show that the latter 
may well only have to be avoided in competition with the 
basic Bessemer process in exceptional cases. It obtains a 
still greater importance if one takes into regard the advantage 
which arises to the blast furnaces from working in con¬ 
junction with the open-hearth furnace. H. H. Campbell 
writes that in works which further work pig iron direct from 
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the blast furnace, the converting apparatus only performs one- 
half of the work, whilst the other half is performed by the 
blast furnace. With such modes of working both apparatuses- 
essentially thus actually form an organic whole, and each 
lightening of the task which one can achieve in the one 
portion comes as profit to the whole. The utilisation of the 
open-hearth furnace for the conversion grants the following 
facilities : 

1. The phosphorus content of the pig iron can be higher or 
lower than the Thomas process admits of, and, therefore, 
often the manufacturing costs of the pig iron figure lower, 
without thereby actually being obliged to sacrifice the 
advantage which the winning of a marketable phosphatic 
slag carries with it. 

2. One can without difficulty manufacture all classes of 
steel on the market. 

3. One can with ease lower the production of the plant in 
times of bad trade, without specially unfavourably influencing 
manufacturing costs. One requires only to put out of employ¬ 
ment the corresponding number of furnaces ; thereby of 
course the general charges grow, but since the remaining 
furnaces may be driven at full capacity, their purely working 
costs need not go up. On the contrary, a basic Bessemer 
works can only produce good results if the working can be 
forced, and each shrinkage of the same at once permits the 
manufacturing costs to rapidly go up in a grievous manner. 

4. But the greatest advantage which the blast-furnace- 
open-hearth furnace combination affords consists in the 
greater productive capacity of the entire plant, which, as is 
apparent from the examples cited, is due to the increased out¬ 
put of finished steel from the same amount of pig iron worked. 
This larger output amounts, as against the basic Bessemer 
converter, to 1,098—800=213 tons of steel per 1,000 tons pig 
iron produced, and to attain such an increase of output would 
in the most favourable circumstances involve in a basic 
Bessemer works the installation of at least on© new blast 
furnace. 

All these advantages have for eight to ten years been 
emphasised by O. Thiel. They have, however, up to th© 
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present only little smoothed the way of the open-hearth process. 
The ground thereof will be sought partly in that one over¬ 
rated the difficulties which the production of such large 
quantities of steel in the open-hearth plants involved. Of 
course, if nowadays an open-hearth furnace were not aide to 
produce more than 50 to 60 tons of steel per diem, as was 
formerly the case, so one could attribute a certain justifica¬ 
tion to a hesitancy against working up very large quantities 
of pig iron in open-hearth furnaces, but the conditions have 
also nowadays become different, as 0. Thiel has likewise 
pointed out. To-day data are at hand, according to which 
outputs of 130 to 150 tons of ingots per 24 hours are 
produced in ordinary fixed 30-ton open-hearth furnaces, and 
therefrom it is clear that a plant for working up 1,000 tons 
of pig iron per diem would not be extraordinarily large, and 
thereby its superintendence interfered with, ten open-hearth 
furnaces, of which eight working and two in reserve, sufficing 
for this quantity of pig iron. The plant for all these ton 
furnaces could scarcely be more costly than the plant of a now 
blast furnace. 

A further condition which unfavourably influenced the 
mind as to the open-hearth process, lies in the general broad 
view that the iron content of the very dear (because pure) ore 
employed in the open-hearth furnace is only very incom¬ 
pletely utilised. In order to test this view as to its justifi¬ 
cation, let the last example working with basic Bessemer pig 
in the open-hearth furnace be still further gone into. 

In the slag of the dephosphorising process in the open- 
hearth furnace, of a weight of about 18 per cent, of the metal 
charged there is contained about 0*7 per cent. Ee (taken on 
the weight of the charge). In the second operation, tho 
quantity of slag amounts to about 10 to 15 per cent, on the 
weight of the iron, and this contains 10 per cent. Fe. Thus 
herewith there is lost about 1 to 1*5 per cent. Fe (taken on 
the weight of the charge). Thus the total loss amounts to 
0*7 + 1 to 1*5=1*7 per cent, to 2*2 per cent. Fe. 

Now since 26*24 per cent. Fe 2 0 3 , corresponding to 26*24 X 
0*7=18*37 per cent. Fe in the form of pure ore, must be 
added to pig iron, thus only \% to 10 per cent, of this iron 
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remains in the slag, and 88 per cent, to 90 per cent, on the 
other hand are rendered useful. 

One will now certainly object that this result is not 
brilliant, that the blast furnace could have utilised it much 
better, in that nothing or as good as nothing would have 
been lost. For testing this contention, one again does best to 
regard the blast furnace and converting apparatus as a whole, 
and establish a balance as to the amounts of iron which take 
part in the entire process (i.c. from winning the pig iroii up to 
the completion of its conversion). Assuming that absolutely 
nothing goes to loss in the blast furnace, so the whole of the 
iron present in the ore reaches the conversion apparatus. 

In the example of the basic Bessemer process under con¬ 
sideration, the pig iron employed contained 1*8 per cent. P, 
0*5 per cent. Si, 2 per cent. Mn, and 4 per cent. C, and (by 
difference) 91*7 per cent. Fe. Thus one brought into employ¬ 
ment per metric ton 917 kilogrammes Fe, and obtained there¬ 
from 880 kilogrammes steel, having thus lost 87 kilo¬ 


grammes Fe., or suffered a loss of iron of 


8,700_ 
917 = 


>1 per cent, of 


the total handled. 

In the open-hearth furnace, however, one employed per 
metric ton of pig iron 917 kilogrammes Fe, one introduced in 
262*4 kilogrammes iron peroxide, 188*7 kilogrammes Fe, thus 
having handled 1,110*7 kilogrammes Fe, and produced 
1,098*4 kilogrammes steel. The loss thus amounts to 
7*8 kilogrammes Fe, or, say, 0*7 per cent, of the total quantity 
of iron employed in working. 

By working up Bessemer pig iron, the metallic iron loss 
fixes itself at 2*6 per cent, for the convertor, and only 
1*1 per cent, for the basic open-hearth furnace. 

It is, therefore, beyond doubt that utilisation of the 
identical materials is the more complete in the open-hearth 
furnace. 

These excellent results, permit it to appear justified to call 
attention anew to the advantages of the basic open-hearth 
process. In order to be able to utilise them to the full, of 
course, the theoretical side of the process must bo duly valued. 



APPENDIX 

TABLES AND FORMUL* 


1. Heats oe Combustion (Tii. Beckett). 


Combustible. 

Product of Combustion. 

Amoun 

I kg. yields 
Calories. 

t Burnt. 

1 cbm. yields 
Calories. 

Carbon . 

o 2 

2 CO . 

2,387 



0 2 

2 CO a . 

8,080 

— 

Carbon monoxide CO 

COa .... 

2,410 

3,063 

Hydrogen 

II a 

II 2 0 water at 0° . 

34,600 

3,110 

,, 

11a 

Ii 2 0 steam at 0° . 

29,140 

2,620 

Methane . 

C1I 4 ) 

f mll 2 0 (vapour)+nCOa) 

f 11,980 

8,600 

Ethelone. 

C 2 IIJ 

j (gas) at 0° and 7 60 mm. j 

t 11,295 

14,185 

Aluminium 

Al a 

Al a O, .... 

7,090 

— 

Iron 

Pea 

2PeO . 

1,353 

— 


Pe, 

Pe 8 0 4 .... 

1,644 

— 

19 

Manganese 

Pe a 

Pea0 8 .... 

1,796 

— 

Mn a 

2 MnO . . . 

1,724 

— 


Mil 2 

2 MnOa • 

2,115 

— 

Phosphorus 

P 3 

PsO* .... 

5,965 

— 

Silicon 

Hi 2 

2 Hi0 2 .... 

7,830 

— 

Sulphur . 

Ha 

2 S0 2 . 

2,221 

— 


2. Relation between Volume and Weight oe Certain Gases 
at 0° and 760 Millimetres Pressure. 

• Volume of 1 kilogramme in cubic metres. 


Air. 

o. 

N. 

H. j 

CI-I 4 . 

OaH* 

CO. 

COa. 

S02. 

HaO. 

0-7729 

0-6991 j 

0-7958j 

11-1230 

1*3931 

0-7998 

0-7965 

0-5055 

0-34S2 

1*2421 


Weight of 1 cubic metre in kilogrammes. 


Air. 

0 . 

N. 

| ll. 

CHd. 

C 2 H 4 . 

CO. 

CO 2 . 

SO‘2. 

H 2 O. 

1-2937 

1-4304 

1-2567 

0-0899 

0-7178 

1-2503 

1*2555 

1-9781 

2-8723 

0-8051 
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SPKUIFIP 11 MATS TAKMN OX Poi'AF \Yf,!<«!IT OF WaTF.U. 

Charcoal 0 lOdO. Graphite 0*3dod. (\>al 0*201. (Vke 0*203. Ash 0*21n. 
According to Violin, the mean specific heat of 0 below 1,000 increases in 
direct ratio io the temperature, thus:— 

0o (Kidd | o-oooom. 


Fomin, i i'hum Ti:vr. 


1 Katie of N to <) in air (volumes) X 0*702 () 


v , i I l clan. 1 elan., 


o N 3*702 00.,.. 

•1 1 kg. 0 yields 1*80 ehm. (OK, at 0 and 700 mm. 
o l kg. 0 yi<dds with air l ‘80 clam (Oh ( 7*00 rbm. N S\S0 elan, 
gas (()" and 700 mm.) ....... 


,, , 1 cduu. i 

( t u 


2 (dan. 
CO 


7 Air-gas by volume 01*7 per rent. CO ( 0.V0 per cent. N . . 27 

8 N ;i-7(»2 ( y. .o 7 

9 1 kg. 0 yields 1 *80 ehm. CO (O'* and 700 mm.).... 28 

10 1 kg. O yields air-gas (O ’and 700 mm.) in ehm. I*80 CO f 

O’aON d*30 gas ........ 28 

11 Under simultaneous formation of C() tt and CO from C and air ( 

N 0*702 ^ \y I c() a ).i 28 

12 Formation of 1 ehm, . 2 ehm. ! ' 2 ehm. 

wutor-vnpour O ' II | ll >i} 0 i 


13 Relation between volumes of O and II from steam O 0 . . 1 29 

11 Characteristic for water gas (I) (formation of pure CO) H CO 00 

Id (Imraeterisfie for water gas (II) (formation of pure ( 0 k 4 (0 ) A ^. 00 

16 Characteristic for steam-air-gas from pure i\ J 

* (oo. , ?J‘ »).! ,, 

17 j c content of gases (’< > a . CO, OII 4 (normid conditions), 1 ehm. 

| gas, contains O’dOH kg, C . * # , , , | u*> 
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No. 


18 

19 

20 
21 


23 


24 


25 


26 


Formulae from Text. 


2 cbm. 

CO 

+ | 

1 cbm. 
O j 

= 

2 cbm. 

CO a 


Under normal conditions, formation of 1 cbm. .CO evolves 

1,283 calories . . .. 

Under normal conditions formation of 1 cbm. C0 2 evolves 

4,344 calories . . . .. 

Decomposition of water vapour yielding 1 cbm. H absorbs 
2,585 calories ......... 

22 I Composition and combustible value of theoretical best steam- 
air-gas from cold air ........ 


Volumes. 


C0 2 0*8 per cent. 
CO 34-8 
H 4*6 
N 59-8 


100 per cent; 


Cbm. per 1kg. C. 


C0 3 0-04 cbm. 
CO 1-82 „ 

II 0-24 „ 

N 3-13 „ 


) 1-86 c 

1 C gt 


cbm. 

gases. 


5*23 cbm. steam-air-gas. 


Combustible value per cbm. 
1,176 calories. 


Combustible value per kg. G. 
6,200 calories. 


Decomposition of gases into their constituents 

+ 0 . . 


1 cbm. 
CH 4 


2 cbm. 

H 


1 cbm. 
C 2 H 4 


2 cbm. 
II 


+ 0 


Carbon contents P 1 cubic metre OH* = 0-538 kilogramme 0], 
ll „ „ C 2 U d = 1-1 /(> „ Cj 


Distillation Gas. 


C-poorost Gas. 


Composition— 

CJE„ 3*1, CH 4 23-7, H 56 0, 
CO 8*8, OO a 3-0, 
or O 7*4 cubic metres, X viL II 
109*6 cubic metre 
Per cubic metre Ii f « 
Combustible value, 3,850 cals. 


C-rielmsti Gas. 


Composition— 

O m Il 4*5, CII4 34*0, II 47*6, 
CO 8*3, C0 9 1*8, O 0*2, and 
N 3*5 per cent., 
or O 6’15 cubic metres, N 3*5 
cubic metres, H 124*6 cubic 
' metres. 


Page. 

41 

46 

46 

47 
63 


68 


68 


(0 

ind 

7G 
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No. 1 


Formulae prom Text. 


Page. 


Distillation Gas — continued. 


C-poorest Gas. 

C-ricliest Gas. % 

C = O-UO kilogramme 

CH 4 = 0-27 cubic metre 

O = 0-07 „ 

N = 0-03 „ 

C0 2 = 0-03 „ 

CO =0-07 „ 

Per cubic metre H 
Combustible value, 4,060 cals. 
C =0-23 kilogramme 

CH 4 == 0-33 cubic metre. 

O = 0-05 „ 

N = 0-03 „ 

CO-2 = 0-015 „ 

CO = 007 „ 


Correction for by combustion method 
Amount to bo added, 15*6 %. Amount to be added 9*10 %. 


27 


Combustion of C 2 II 4 and CH 4 :— 


1 cbm. 

+ 

3 cbm. 


2 cbm. 

C 2 1I 4 

O 


C0 2 


2 cbm. 
H 2 0 vapour 


75 


1 cbm. 

+ 

2 cbm. 


1 cbm. 

. + 

2 cbm. 

CII 4 

O 


CO a 

H 2 0 vapour 


28 Fe 2 Si0 4 contains 29*4 per cent. Si0 2 and 70*6 per cent. FeO, 

or 2*4 units FeO per unit Si0 2 (by weight) . 

29 FeSiO,, contains 45*5 per cent. Si0 2 and 54*5 per cent. FeO, 

or 1*2 units FeO per unit Si0 2 (by weight) . 


148 

148 


30 


31 


Slag-forming- Substances. 

(a) Silica: from impurities on charge, to be estimated in each 

case .... . 

(b) 1 per cent. Si in metal gives rise to 2*14 per cent. Si0 2 

(c) (Assumed) about 0*15 per cent. Si0 2 acid-structure of 

furnace reaches slag . . . . 

(d) (Assumed) about 0*30 per cent. Si0 2 from basic hearth, 

etc., reaches slag. 

(e) (Assumed) total Si0 2 from furnace structure reaching slag 

= about 0*45 per cent. . .. 

(a) (Assumed) total of earthy bases derived by slag from fur¬ 
nace structure = 4*45 per cent. 

(h) Limestone required = about double lime required 


152 

152 

153 
153 

153 

154 
154 
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No. 


FoRMCJLiE FROM TEXT. 


32 

33 

34 

35 

36 

37 


38 

39 

40 

41 


42 


43 


44 

45 
45a 


46 

47 

48 

49 

50 

51 

52 


Oxygen Esquired to Oxidise Eeducing Agents. 


1 percent. Si requires 1*14 percent. 0, yielding 2*14 per cent. Si0 2 


1 

p 

1*29 

, o „ 

2*29 

„ RO; 

1 

,, Mn ,, 

0*29 

, O „ 

1*29 

„ MnO 

1 

„ C „ 

1*33 

, 0 „ 

, 2*33 

„ CO 

1 

„ Fe „ 

0*29 

0 , 

, 1*29 

„ FeO 


Stale of approximate equilibrium between metal and slag is 
attained when slag contains about 10 per cent. Fe, i.e., 13 
per cent. FeO, and 10 per cent. Mn, ?.e., 13 per cent. MnO 


Eelatiye Eatios of Individual Substances in the Slag. 

1 per cent. P requires 3*61 per cent. CaO and yields 5*9 per 

cent. P 2 Ca 4 O g .. 

For each 1 per cent. P there must be present 0*3 per cent. Si02 
for slag formation . . ... 

Per 1 per cent. Si on complete decarburisation there must be 
4*78 per cent, silicate slag, containing 20*92 per cent. Si0 2 
(a) per 1 per cent. Si on partial decarburisation there must be 
2*9 per cent, silicate slag containing 34*35 per cent. Si0 2 
1 per cent. Si0 2 corresponds on complete decarburisation to 
2*33 per cent. OaO and MgO ...... 

(a) 1 per cent. Si0 2 corresponds on partial decarburisation to 
1*06 per cent. CaO and MgO. 

Amount of Slag. 

1 per cent. Si yields 10*23 per cent, final slag .... 
(1 per cent. P yields 5*9 per cent, final slag) .... 
C content of bath (assumed) yields 2*15 per cent, slag (taken 

on charge). 

(a) Each 1 per cent. Si0 2 on surface of charge produces 
4*78 per cent, final slag. 


Charge Shrinkage. 

C contained in bath produces loss of 0+0*2 per cent. Fe=l*2 

per cent. . . 

1 per cent. Si contained in bath produces loss of Si+1 percent. 

Fe=2 per cent. 

1 per cent. Si0 2 contained in bath produces loss of 0*5 per cent. Fe 
P and Mn contained in bath produce loss of their own amounts 


Heat Contents. 

1 kg, pig iron—melted but not overheated 

1 „ slag from cupola. 

1 ,, steel, casting heat. 

1 ,, slag, belonging to above .... 
Heat absorbed liberating 00 2 from 1 kg. limestone 
„ „ „ .CO 1 „ C . 

,, „ decomposing 1 kg. limestone , 


250 cals, 
375 „ 
350 „ 
525 „ 
180 „ 
800 „ 
425 „ 


Page. 


156 

158 

161 

164 

171 


176 


177 
183 • 
1S3 

183 

184 

184 

185 
185 

185 

186 


186 

186 

187 


199 

199 

199 

199 

200 
200 
201 
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Formulas from Text. 


Heats of Combustion and Combination. 

. Si yields on combustion to Si 0. 2 [+7,830 cals.] 

P „ „ „ „ P S O b [+5,965 „ ] 

Mn „ ,, ,, MnO[+l,784 ,, 

0 „ „ „ „ CO[+2387 „ 1 

Pe ,, „ „ PeO[+l,35() „ ] . 

SiO a „ ,, combination with CaO forming SiCaO s 

[+254 cnls.] 

Si0 2 ,, ,, ,, ,, MnO ,, (Si02)a(Mn0) s 

[+134 cals.] 

SiO a „ „ „ „ CaO „ SiCa. 2 Q 4 

[+384 cals.] 

1+0, „ „ „ „ CaO „ l+CaA 

[+1,131 cals.] 

ntge of Heat Requirement Due to the Reducing 
Agents. Per Kilogramme Steel Produced. 

cent. Si increases heat demand by + 15 cals. 

„ SiO a> „ „ „ „ +43 „ 

,, P diminishes ,, ,, — 11 ,, 

,, Mn ,, ,, ,, ,, 17,, » 

u 0 ,, jj ), jj ' ■ 14 ,, . 


Required to Remove Reducing Agents from Iron. 

cent. Si requires for its elimination in the form of 
Fe a 0 4 . . .7*62 per cent. Fe a 0 8 

cent. P requires for its elimination in the form of 
Fe 4 0 9 . . . 7*80 per cent. Pe 2 0 8 . 

cent. Mn requires for its elimination in the form of 
nO . . .0*97 per cent. Pe. 2 0 8 

cent, 0 requires for its elimination in the form of 
) . . . . 4*44 per cent. Pe a 0 8 




Efloat on Charge 



FeaOg. 

Growth + 
Charge— 


Si 

4*32 per cent. 


224 

Si 

+1 per cent. 

225 

p 

4*30 ,, „ 


225 

p 


+2 ,, „ 

225 

Mn 

0*97 ,, ,, 


225 

Mn 


-0-32 „ „ 

225 

0 

3*60 „ „ 


228 

0 


+1-47 „ „ 

228 
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TABLE FOB DETERMINING- THE RELATIVE VALUES OF 0 
AND N IN AIR. 


Eatio of 0 to N in Air. 


0. 

N. 

Air. 

0 . 

N. 

Air. 

0. 

N. 

Air. 

0 

N. 

Air. 

1 

3*76 

4*76 

46 

173-05 

219*05 

91 

342-34' 

433-34 

136 

511*5 

647*5 \ 

2 

7*52 

9-52 

47 

176-81 

223*81 

92 

346-10 

43S-10 

137 

515*3 

652*3 

3 

11*28' 

14*28 

48 

180*57 

228*57 

93 

349*87 

442-87 

138 

519*1 

657*1 

4 

15*05 

19-05 

49 

184*34 

233*34 

94 

353-63 

447-63 

139 

522-8 

661*8 

5 

18*81 

23*81 

50 

188*10 

238*10 

95 

357-39 

152*39 

140 

526-7 

666-7 

6 

22-57 

28*57 

51 , 

191-86 

242-86 

96 

361*15 

457-15 

141 

530*4 

671-4 

7 

26*33 

33*33 

52 

195*62 

247-62 

97 

364-92 

461-92 

142 

534*2 

676-2 

8 

30*10 

38*10 

53 

199*39 

252*39 

98 

368*68 

466*68 

143 

538*0 

681-0 

9 

33*86 

42*86 

54 

203*15 

257*15 

99 

372-44 

171*44 

144 

541*7 

6S5-7 

10 

37*62 

47*62 

55 

206*91 

261*91 

100 

376-20 

476-20 

145 

545*5 

690*5 

11 

41*38 

52*38 

56 

210*67 

266*67 

101 

379-96 

480*96 

146 

549-2 

695*2 

12 

45*14 

57*14 

57 

214-43 

271-43 

102 

383-72 

485-72 

147 

553*0 

700*0 

13 

48*91 

61-91 

58 

218*19 

276-19 

103 

387*49 

490-49 

148 

556*8 

704*8 

14 

52*67 

66*67 

59 

221*96 

280*96 

104 

391-25 

495-25 

149 

560*5 

709*5 

15 

56*43 

71-43 

60 

225-72 

2S5-72 

105 

395*01 

500-01 

150 

564*3 

714-3 

16 

60*19 

76*19 

61 

229*48 

290*48 

106 

398-77 

504-77 

151 

568*1 

719-1 

17 

63*95 

80*95 

62 

233*24 

295*24 

107 

402-53 

509*53 

152 

571*8 

723-8 

18 

67*72 

85-72 

63 

237-01 

300*00 

108 

406-30 

514-30 

153 

575-6 

728*6 

19 

71-48 

90-48 

64 

240-77 

304-77 

109 

410-06 

519-06 

154 

579-3 

733*3 

20 

75*24 

95*24 

65 

244*53 

309*53 

110 

413-82 

523*82 

155 

583-1 

738*1 

21 

79*00 

100*00 

66 

248*29 

314*29 

111 

417-58 

528*58 

156 

586*9 

742*9 

22 

82*76 

104*76 

67 

252*05 

319*05 

112 

421-34 

533*34 

157 

590*6 

747*6 

23 

86*53 

109*53 

68 

255*82 

323*82 

113 

425-11 

538*11 

158 

594*4 

752*4 

24 

90*29 

114*29 

69 

259*58 

328*58 

114 

428-87 

542*87 

159 

598*2 

757*2 

25 

94*05 

119*05 

70 

263*34 

333*34 

115 

432-63 

547*63 

160 

601*9 

761*9 

26 

97*81 

123*S1 

71 

267*10 

338-10 

116 

436-39 

552*39 

161 

605*7 

766*7 
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784 

2949 

3733 


632 

2378 

3010 

683 

2569 

3252 

734 

2761 

3495 

785 

2953 

3738 


633 

2381 

3014 

684 

2573 

3257 

735 

2765 

3500 

786 

2957 

3743 


634 

2385 

3019 

685 

2577 

3262 

736 

2769 

3505 

787 

2961 

3748 


635 

2389 

3024 

686 

2581 

3267 

737 

2773 

3510 

788 

2964 

3752 


636 

2393 

3029 

687 

2584 

3271 

738 

2776 

3514 

789 

2968 

3757 


637 

2396 

3033 

688 

2588 

3275 

739 

2780 

3519 

790 

2972 

3762 


638 

2400 

3038 

689 

2592 

3281 

740 

2784 

3524 

791 

2976 

3767 


639 

2404 

3043 

690 

2596 

3286 

741 

2788 

3529 

792 

2979 

Y 2 

3771 
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0 . 

N. 

Air. 

0 . 

N. 

Air. 

0 . 

N. 

Air. 

0 . 

N. 

Air. 

793 

2983 

3776 

845 

3179 

' 4024 

897 

3374 

: 4271 

949 

357C 

> 4519 

794 

2987 

3781 

846 

3183 

4029 

898 

3378 

4276 

950 

3574 

: 4524 

795 

2991 

3786 

847 

3186 

4033 

899 

33S2 

4281 

951 

3578 

4529 

796 

2995 

3791 

848 

3190 

4038 

900 

3386 

4286 

952 

3581 

4533 

797 

2998 

3795 

849 

3194 

4043 

901 

3390 

4291 

953 

3585 

453S 

798 

3002 

3800 

850 

319S 

4048 

902 

3393 

4295 

954 

35S9 

4543 

799 

3006 

3805 

851 

3201 

4052 

903 

3397 

4300 

955 

3593 

4548 

800 

3009 

3809 

852 

3205 

4057 

904 

3401 

4305 

956 

3596 

4552 

801 

3013 

3814 

853 

3209 

4062 

905 

3405 

4310 

957 

3600 

4557 

802 

3017 

3819 

854 

3213 

4067 

906 

340S 

4314 

958 

3604 

4562 

803 

3021 

3S24 

855 

3216 

4071 

907 

3412 

4319 

959 

3603 

4567 

804 

3024 

3828 

856 

3220 

4076 

908 

3416 

4324 

960 

3011 

4571 

805 

3028 

3833 

857 

3224 

4081 

909 

3420 

4329 

961 

3615 

4576 

806 

3032 

3838 

858 

3227 

4085 

910 

3423 

4333 

962 

3619 

4581 

807 

30 36 

3843 

859 

3231 

4090 

911 

3427 

4338 

963 

3623 

45,S6 

808 

3040 

3S4S 

860 

3235 

4095 

912 

3431 

4343 

964 

3627 

4591 

809 

3043 

3852 

861 

3239 

4100 , 

913 

3435 

4348 

965 

3630 

4595 

810 

3047 

385 i 

862 

3243 

4105 

914 

3438 

4352 

966 

3634 

4600 

811 

3051 

3862 

863 

3247 

4110 

915 

3442 

4357 

967 

3638 

4605 

812 

3055 

3867 

864 

3250 

4114 

916 

3446 

4362 

968 

3641 

4609 

813 

3058 

3871 

865 

3254 

4119 

917 

3450 

4307 

969 

3645 

4614 

814 

3062 

3876 

866 

3258 

4124 

91S 

3453 

4371 

970 

3649 

4619 

815 

3066 

3881 

867 

3262 

4129 

919 

3457 

4376 

971 

3653 

4624 

816 

3070 

3886 

868 

3265 

4133 

920 

3461 

4381 

972 

3657 

4629 

817 

3074 

3891 

869 

3269 

4138 

921 

3465 

4386 

973 

3660 

4633 

818 

3077 

3895 

870 

3273 

4143 

922 

3469 

4391 

974 

3664 

4638 

S19 

30S1 

3900 

871 

3277 

4148 

923 

3472 

4395 

975 

3668 

4643 

820 

3085 

3905 

872 

3280 

4152 

924 

3476 

4400 

976 

3672 

4648 

821 

| 3088 

3909 

873 

3284 

4157 f 

925 

3480 

4405 

977 

3675 

4652 

822 

3092 

3914 

874 

3288 

4162 

926 

3484 

4410 

978 

3679 

4657 

823 

3096 

3919 

875 

3292 

4167 

927 

3487 

4414 

979 

3683 

4662 

824 

3100 

3924 

876 

3296 

4172 j 

928 

3491 

4419 

980 

3687 

4667 

825 

3103 

3928 

877 

3299 

4176 | 

929 

3495 

4421 

981 

3690 

4671 

826 

3107 

3933 

878 

3303 

4181 

930 

3499 

4129 

982 

3694 

4676 

827 

3111 

3938 

879 

3307 

4186 

931 

3502 

4433 

983 

3698 

4681 

828 

3115 

3943 

880 

3311 

4191 

932 

3506 

4438 

984 

3702 

4686 

829 

3119 

3948 

881 

3314 

4195 I 

933 

3510 

4443 

985 

3705 

4690 

830 

3122 

3952 

882 

3318 

4200 

934 

3514 

4448 

986 

3709 

4695 

831 

3126 

3957 

883 

3322 

4205 

935 

3517 

4451 

987 

3713 

4700 

832 

3130 

3962 

884 

3326 

4210 

936 

3521 

4457 

988 

3717 

4705 

833 

3134 

3967 

885 

3329 

4214 

937 

3525 

4462 

989 

3720 

4709 

834 

3137 

3971 

886 

3333 

4219 

938 

3529 

4167 

990 

3724 

4714 

835 

3141 

3976 

887 

3336 

4223 

939 

3532 

4471 

991 

3728 

4719 

836 

3145 

3981 

888 

3341 

4229 

940 

3536 

4476 

992 

3732 

4724 

837 

3149 

3986 

889 

3344 

4233 

941 

3540 

4481 

993 

3736 

4729 

838 

3152 

3990 

890 

3348 

4238 

942 

3544 

4486 

994 

3739 

4733 

839 

3156 

3995 

891 

3352 

4243 

943 

3548 

4491 

995 

3743 

4738 

840 

3160 

4000 

892 

3356 

4248 

944 

3551 

4495 

996 

3747 

4743 

841 

3164 

4005 

893 

3359 

4252 

945 

3555 

4500 

997 

3751 

4748 

842 

3167 

4009 

894 

3363 

4257 

946 

3558 

4504 

998 

3754 

4752 

843 

3171 

4014 

895 

3367 

4262 

947 

3562 

4509 

999 

3758 

4757 

844 

3175 

4019 

896 

3371 

4267 

948 

3566 

4514 ] 

1000 

3762 

4762 
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TABLE EOE DETERMINING THE CARBON CONTENT OP 
GASES, AND GAS VOLUMES CONTAINING 1 KILO¬ 
GRAMME C PROM TIIE RESULTS OP GAS ANALYSES. 

C Content of Gases and Gas Volumes. 

Multiples of 0-538 and Gas Volume containing I Kilogramme 0. 


C-containing 
Gas per cent. 


1*0 

1-1 

1*2 

1-3 

1*4 

1*5 

1-6 

1*7 

1*8 

1*9 

2*0 

2*1 

2*2 

2*3 

2*4 

2*5 

2*6 

2*7 

2*8 

2*9 

3*0 

3*1 

3*2 

3*3 

3*4 

3*5 

3*6 

3*7 

3*8 

3*9 

4*0 

4*1 

4*2 

4*3 

4*4 

4*5 

4*6 

4*7 

4*8 

4*9 

5*0 

5*1 

5*2 

5*3 

5*4 

5*5 


Kg. C in 
100 cbm. Gas. 


0*538 

0*592 

0*646 

0*699 

0*753 

0*807 

0*861 

0*915 

0*968 

1*022 

1*076 

1*130 

1*184 

1*237 

1*291 

1*345 

1*399 

1*453 

1*506 

1*560 

1*614 

1*668 

1*721 

1*775 

1*829 

1*883 

1*937 

1*991 

2*044 

2*098 

2*152 

2*206 

2*260 

2*313 

2*367 

2*421 

2*475 

2*529 

2*582 

2*636 

2*690 

2*744 

2*798 

2*851 

2*905 

2*959 


Amount of 
Gas from 
1 kg. C. 


ISCcbm. 


93-0 


G2-1 


46-5 


37-2 


C-eontaining 
Gas per cent. 


5*6 

5*7 

5*8 

5*9 

6*0 

6*1 

6*2 

6*3 

6*4 

6*5 

6*6 

6*7 

6*8 

6*9 

7*0 

7*1 

7*2 

7*3 

7*4 

7*5 

7*6 

7*7 

7*8 

7*9 

8*0 

8*1 

8*2 

8*3 

8*4 

8*5 

8*6 

8*7 

8*8 

8*9 

9*0 

9*1 

9*2 

9*3 

9*4 

9*5 

9*6 

9*7 

9*8 

9*9 

10*0 


Kg. C in 
100 cbm. Gas. 


3*013 

3*067 

3*120 

3*174 

3*228 

3*282 

3*336 

3*389 

3*443 

3*497 

3*551 

3*605 

3*658 

3*712 

3*766 

3*820 

3*S74 

3*927 

3*981 

4*035 

4*089 

4*142 

4*196 

4*250 

4*304 

4*358 

4*412 

4*465 

4*519 

4*573 

4*627 

4*681 

4*734 

4*788 

4*842 

4*896 

4*950 

5*003 

5*057 

5*111 

5*165 

5*219 

5*272 

5*326 

5*380 


Amount of 
Gas from 
1 kg. a 


31’Ocbm. 


26*5 


23*2 


20*7 


18*6 
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C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. C. 

C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. G. 

10-1 

5*434 


15*1 

8*124 


10-2 

5*488 


15*2 

8*178 


10*3 

5*541 


15*3 

8*231 


10-4 

5-595 


15*4 

8*285 


10-5 

5*649 


15*5 

8*339 


10-6 

5*703 


15*6 

8*393 


10-7 

5*757 


15*7 

8-417 


10*8 

5*810 


15*8 

8*500 


10-9 

5-S64 


15*9 

8*554 


11*0 

5-918 

17*0 cbm. 

16*0 

8*608 

11 *6 cbm. 

11*1 

5-972 


16*1 

8*662 


11*2 

6*026 


16*2 

8*716 


11-3 

6*079 


16-3 

8-769 


11*4 

6*133 


16*4 

8*823 


11*5 

6*187 


16-5 

8-877 


11*6 

6*241 


16*6 

8*931 


11*7 

6*295 


16*7 

8-985 


11*8 

6-348 


16*8 

9*038 


11*9 

6*402 


16*9 

9*092 


12*0 

6*456 

15*5 

17-0 

9*146 

10*9 

12*1 

6*510 


17-1 

9*200 


12*2 

6*564 


17*2 

9*254 


12*3 

6-617 


17*3 

9-307 


12*4 

6-671 


17*4 

9*361 


12*5 

6-725 


17*5 

9*415 


12*6 

6-779 


17*6 

9*469 


12*7 

6-833 


17*7 

9*523 


12*8 

6-886 


17*8 

9*576 


12*9 

6-940 


17*9 

9*630 


13*0 

6-994 

14*3 

18*0' 

9*684 

10*3 ' 

13*1 

7-048 


18*1 

9*738 


13*2 

7-102 


18*2 

9*792 


13*3 

7-155 


18*3 

9*845 


13*4 

7-209 


18*4 

9*899 


13*5 

7-263 


18*5 

9*953 


13*6 

7-317 


18*6 

10*007 


13*7 

7-371 


18*7 

10*061 


13*8 

7-424 


18*8 

10*114 


13*9 

7/478 


18*9 

10*168 


14*0 

7-532 

13*3 

19*0 

10*222 

9*79 

14*1 

7-586 


19*1 

10*276 


14*2 

. 7-640 


19*2 

10*330 


14*3 

7-693 


19*3 

10*383 


14*4 

7-747 


19*4 

10*437 


14*5 

7-801 


19*5 

10*491 


14*6 

7-855 


19*6 

10*545 


14*7 

7-909 


19*7 

10*599 


14*8 

7-962 


19*8 

10*652 


14*9 

8-016 


19*9 

10*706 


15*0 

8-070 

12*4 

20*0 

10*760 

9*30 
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C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. C. | 

C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. C. 

20*1 

10*814 


25*1 

13-50 

7*41 cbm. 

20*2 

10*868 


25-2 

13*56 

7*38 

20*3 

10*921 


25*3 

13*61 

7*35 

20-4 

10-975 


25*4 

13*66 

7*32 

20*5 

11*029 


25*5 

13*72 

7*29 

20*6 

11*083 


25*6 

13-77 

7*26 

20*7 

11-137 


25-7 

13-83 

7*23 

20-8 

11*190 

1 

25*8 

13-88 

7*20 

20-9 

11*244 

t 

25*9 

13*93 

7*17 

21*0 

11*298 

8*86 cbm. 

26*0 

13*99 

7*15 

21-1 

11*352 

8*81 

26*1 

14*04 

7*12 

21-2 

11-406 

8*77 

26*2 

14*09 

7*09 

21*3 

11*459 

8-73 

26*3 

. 14*15 

7*06 

21*4 

11*513 

8*69 

26*4 

14-20 

7-04 

21*5 

11*567 

8*65 

26*5 

14-26 

7-01 

21*6 

11*621 

8*61 

26*6 

14*31 

6*98 

21-7 

11*675 

8-57 

26-7 

14*36 

6-96 

21*8 

11*728 

8-53 

26*8 

14*42 

6*93 

21*9 

11-7S2 

8*49 

26*9 

14*47 

6*91 

22*0 

11*836 

8*45 

27-0 

14*53 

6*89 

22-1 

11*890 

8-41 

27*1 

14*58 

6*86 

22*2 

11*944 

8*38 

27-2 

14*63 

6*84 

22*3 

11*997 

8*34 

27*3 

14*69 

6*82 

22*4 

12*051 

8-30 

27*4 

14*74 

6*79 

22*5 

12*105 

8-27 

27 *5 

14*79 

6*76 

22*6 

12*159 

8-23 

27*6 

14*85 

6*74 

22*7 

12*213 

8-19 

27*7 

14*90 

6*71 

22*8 

12*266 

8-15 

27*8 

14*96 

6*68 

22*9 

12*320 

8-12 

27*9 

15*01 

6*66 

23*0 

12*374 

8-09 

28*0 

15*06 

6*64 

23*1 

12*428 

8-05 

28*1 

35*12 

6*62 

23*2 

12*482 

8-02 

28*2 

35*17 

6*59 

23*3 

12*535 

7-98 

28*3 

15*22 

6*57 

23*4 

12*589 

7-95 

28*4 

15*28 

6*55 

23*5 

12*643 

7-91 

28*5 

15*33 

6*52 

23*6 

12*697 

7-87 

28*6 

15*39 

6*50 

23*7 

12*751 

7-84 

28*7 

15*44 

6*48 

23*8 

12*804 

7-81 

28*8 

j 15*49 

6*46 

23*9 

12*858 

7-78 

28*9 

15*55 

6*43 

24*0 

12*912 

7-75 

29*0 

15*60 

6*41 

24*1 

12*966 

7-71 

29*1 

15*66 

6*39 

24*2 

13*020 

7-68 

29*2 

15*71 

6*37 

24*3 

13*073 

7-65 

29*3 

15*76 

6*34 

24*4 

13*127 

7-62 

29*4 

15*82 

6*32 

24*5 

13*181 

7-59 

29*5 

15*87 

6*30 

24*6 

13*235 

7-56 

29*6 

15*92 

6*28 

24*7 

13*289 

7-52 

29*7 

15*98 

6*26 

24*8 

13*424 

7-50 

29*8 

16*03 

6*24 

24*9 

13*396 

7-47 

29*9 

16*09 

6*22 

25*0 

13*45 

7-44 

30*0 . 

16*14 

6*20 
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C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. C. 

C-containing 
Gas per cent. 

Kg. C in 

100 cbm. Gas. 

Amount of 
Gas fiom 

1 kg. C. 

30*1 

16*19 

6*17 cbm. 

35*1 

18*88 

5*29 cbm. 

30-2 

16-25 

6*15 

35*2 

18*94 

5*28 

30-3 

16*30 

6*13 

35*3 

18*99 

5-27 

30*4 

16*36 

6*11 

35*4 

19*04 • 

5*25 

30-5 

16*41 

6*09 

35*5 

19*10’ 

5*23 

30-6 

16*46 

6*08 

35*6 

19*15 

5*22 

30*7 

16*52 

6*06 

35-7 

19*21 

5*20 

30*8 

16-57 

6*04 

35-8 

19*26 

5-19 

30-9 

16*62 

6*02 

35*9 

19*31 

5*18 

31*0 

16*68 

6*00 

36*0 

19*37 

5*17 

31*1 

16*73 

5*98 

36*1 

19*42 

5*15 

31-2 

16*78 

5*96 

36*2 

19*48 

5*13 

31-3 

16*84 

5*94 

36*3 

19*53 

5-12 

31*4 

16*89 

5-92 

36*4 

19*58 

5*10 

31-5 

16*95 

5*90 

36*5 

19*64 

5*09 

31-6 

17-00 

5*88 

36*6 

19*69 

5-08 

31-7 

17-05 

5*86 

. 36*7 

19-74 

5-06 

31*8 

17*11 

5-84 

36*8 

19*80 

5*05 

31*9 

17*16 

5*S2 

36-9 

19*85 

5*04 

32-0 

17-22 

5*81 

37-0 

19*91 

5*03 

32-1 

17*27 

5*79 

37-1 

19*96 


32*2 

17*32 

5*77 

37*2 

20*01 


32-3 

17*38 

5*75 

37*3 

20*06 


32-4 

17*41 

5*73 

37*4 

20*12 


32-5 

17*48 

5:72 

37*5 

20*17 


32-6 

17*54 

5*70 

37*6 

20*22 


32*7 

17*59 

5*6S 

37*7 

20*28 


32*8 

17*65 

5*66 

37*8 

20*33 


32*9 

17*70 

5*65 

37*9 

20*39 


33*0 

17*75 

5*64 

38*0 

20*44 

4*89 

33*1 

17*81 

5*62 

38*1 

20*50 


33*2 

17*86 

5*60 

38*2 

20*55 


33*3 

17*91 

5*59 

38*3 

20*60 


33*4 

17*97 

5*57 

38*4 

20*66 


33*5 

18*02 

5*55 

38*5 

20*71 


33*6 

18*08 

5*53 

38*6 

20*77 


33*7 

18*13 

5*51 

38*7 

20*82 


33*8 

18*18 

5*50 

38*8 

20*87 


33*9 

| 18*24 

5*48 

38*9 

20*93 


34 0 

18*29 

5*47 

39*0 

20*98 

4*77 

34*1 

18*34 

5*45 

39*1 

21*03 


34*2 

18*39 

5*43 

39*2 

21*09 


34*3 

18*45 

5*41 

39*3 

21*14 i 


34*4 

18*51 

5*40 

39*4 

21*20 j 


34*5 

18*56 

5*38 

39*5 

21*25 


34*6 

18*61 

5*37 

39*6 

21*30 | 


34*7 

18*67 

5*35 

39*7 

21*36 


34*8 

18*72 

5*34 

39*8 

21*41 


34*9 

18*78 j 

5*32 

39*9 

21*46 


35*0 

18*83 | 

5*31 

40*0 

21*52 

4*65 
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C-containing 
Gasper cent. 

Kg. Cin 

100 cbm. Gas. 

Amount of 
Gas from 

1 leg. C. 

C-containing 
Gas percent. 

Ksr. C in 

100 cbm. Gas. 

Amount of 
Gas from 

1 kg. C. 

40*1 

21*57 


45*1 

24*26 


40*2 

21*63 


45*2 

24*31 


40*3 

21*68 


45*3 

24*37 


40*4 

21-73 


45*4 

24*42 


40*5 

21*79 . 


45*5 

24-48 


40-6 

21*84 


45*6 

24*53 


40-7 

21*90 


45*7 

24*58 


40-8 

21*95 


45*8 

24*64 


40*9 

22*00 


45*9 

24*69 


41*0 

22*06 

4*54 cbm. 

46*0 

24-75 

4*04 cbm. 

41*1 

22*11 


46*1 

24*80 


41*2 

22*16 


46-2 

24*86 


41-3 

22*22 


46*3 

24*91 


41*4 

22-27 


46*4 

24*96 


41*5 

22*33 


46*5 

25*01 


41*6 

22*38 


46*6 

25-07 


41*7 

22*43 


46*7 

25-12 


41*8 

22*49 


46*8 

25-17 


41*9 

22-54 


46*9 

25*23 


42*0 

22*59 

4*43 

47*0 

25-29 

3*95 

42*1 

22*65 


47*1 

25*34 


42*2 

22*70 


47*2 

25*39 


42*3 

22*76 


47*3 

25*45 


42*4 

22*81 


47*4 

25*50 


42*5 

22-86 


47*5 

25*55 


42*0 

22*92 


47*6 

25*60 


42*7 

22*97 


47*7 

25*66 


42*8 

23*03 


47*8 

25*71 


42*9 

23*08 


47*9 

25*77 


43*0 

23*14 

4*32 

48*0 

25*82 

3*87 

43*1 

23*19 


48*1 

25*88 


43*2 

23*24 


48*2 

25*93 


43*3 

23*29 


48*3 

25*98 


43*4 

23*35 


48*4 

26*04 


43*5 

23*40 


48*5 

26*09 


43*6 

23*46 


48*6 

26*14 


43*7 

23*51 


48*7 

26*20 


43*8 

23*56 


48*8 

26*25 


43*9 

23*62 


48*9 

26*31 


44*0 

23*67 

4*22 

49*0 

26*36 

3*79 

44*1 

23*73 


49*1 

26*41 


44*2 1 

! 23*78 


49*2 

26*47 


44*3 

23*83 


49*3 

26*52 


44*4 

23*88 


49*4 

26*57 


44*5 

23*94 


49*5 

26*63 


44*6 

24*00 


49*6 

26*68 


44*7 

24*05 


49*7 

26*74 


44*8 

24*10 


49*8 

26*79 


44*9 

24*16 


49*9 

26*85 


45‘0 

24*21 

4*13 

50*0 

26*90 

3*72 
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Air, effect of pre-heating of, on composition of steam-air-gas, 59 
moisture contained in, 23 
ratio of oxygen to nitrogen in, 23 
required for combustion of gas, 108 
Aluminium, use of, as deoxidiser, 239 


Bertrand-Thiel process, 265 
Buoyancy, general remarks on, 7 
of air, 11 
of gas, 9 

of waste gases, 12 


Carbon, action of steam on, 28—31, 34 

compounds of, with oxygen, 25—27 
content of gases, 32 
in iron, oxidation of, 164 
thermal conditions in gasification of, 33. 
volume of gas, containing 1 kg. of, 41 
Charge, shrinkage and growth of, 186 


Deoxidation of steel, 237 
Distillation gases, 64—76 

Donetz-Jurjewka, experiments at, on action of molten pig-iron on ore in 
ladle, 215 


Explosions in open-hearth furnaces, 137 


Flame, action of, on charge, 187 


Gas, Air-, definition of, 27 

. air required for combustion of, 108 

changes in composition of, in regenerators and flues, 103 
combustible value of, 51 
Distillation, 64 
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Gas— continued. 

evolution of, during casting, 243 
occluded in iron, 234—236 
Producer, with high hydrogen content, 53 
Steam-air-, 31, 47 


Harbord, experiments by, at Bilston, 173, 192 

Heat, consumption of, effect of impurities in iron on, 202 et seq. 

effect of use of Fe 2 O s on, 212 et seq. 
influence of quality of gas on, 119 et seq. 
loss of, in waste gases, 125 

transmission of, in open-hearth furnaces, 113 et seq. 
work done by, in open-hearth furnaces, 196 
Hydrogen, formation of, in water gas, 28—32 


Iron, gases occluded in, 234—236 

influence of impurities in, on heat consumption, 199 et seq. 
peroxide, action of, on impurities in iron, 211, 212 

effect of, on growth and shrinkage of charge, 223 et seq. 


Krupp process of dephosphorising iron, 217 


Manganese, action of, on sulphur in iron, 169 
as deoxidising agent, 237 
oxidation of, 161 

Methane, action of carbonic acid on, 39 
Monell process, 267 


Naske, researches by, on basic open-hearth process, 276 et seq. 

Nitrogen, ratio of, in producer gas an index as to how gas has been 
produced, 31 

Open-hearth furnace, influence of quality of gas on heat in, 119 et seq. 
loss of heat in waste gases, 125 
methods of testing, and judgment of working of, 
229 et seq. 
path of gases in, 15 

regulation of temperature in, 127 et seq. 
temperatures and transmission of heat in, 113 
et seq. 

Open-hearth process versus Pneumatic, 302 et seq . 

Ore-lhne slags, 150 
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Oxygen in iron, 171 

derived from flame, 187 et seq. 


Phenomena in casting, 240 
Phosphorus, formation of phosphates, 158 

valuation of content of, in iron, 295 et seq. 

Pig and ore process, solid charges, 254 et seq. 

with molten charges, 259 et seq. 

in fixed furnaces, 267 et seq. 

Pig and scrap process, 245 et seq. 

Pipe in ingots, formation of, 240 
Producer, fuels for use in, 21 

temperature in reaction zone of, 48 
working of, 80 et seq. 

gas, changes undergone by, previous to combustion, 103 ct seq . 
oxygen required for production of, 22 
Pszczolka-Daelen combined process, 263 

* Recarburisation, 239 

Regulation of temperature in furnace, 127 et seq. 


Scale, formation of, 147 et seq. 

Scrap, effect of sizes of pieces of, on process, 248 et seq. 

Scrap-carbon process, description of, 253 

Sensible heats of pig-iron, steel and slag, experiments on, by author, 197 

* et seq. 

by Wiist and 
Laval, 197 

Silica as impurity in pig iron, effect of, 251 
Silicates, 156 

Silicon, action of, on oxides of iron and manganese, 146 
as deoxidation agent, 238 
oxidation of, 156 

Slag, allowance for silica in, due to wear and tear of furnace, 152 et seq. 
composition and properties of, 173 et seq. 
formation of, 148 et seq. 
hypothetical silicate, 182 et seq. 
metallic oxides in, 173 et seq. 
ore-lime, 150 
phosphatic, 185 

proportion of acids and bases in, 177 
quantity of, 185 

relation of, to metal in open-hearth process, 154 
retention of impurities in iron in, 155 
substances forming, 152 
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Steam, action of, on carbon, 34 
Steam-air-gas, 31, 47 
Stearic acid ingots, 240 
Sulphur, elimination of, from iron, 167 

Talbot process, 261 

Testing, melters* tests for hardness and quality of metal, 230 
temperature of bath, 229 

Washed metal, Krupp’s process for producing, 217 
Witkowitz combined process, 263 
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